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PREFACE 


This manual describes the role of the network control operator in the 64/DPS 7 
networking environment. 


The term "64/DPS 7'' is synonymous with "DPS 7", the prefix "64'' being a "'carry- 
over'' from previous releases. 


For the current release, synchronous links for terminals of the VIP line procedure 
are directly supported via a URP packet link over the TRANSPAC secondary network. 
These synchronous links are provided by 
» DCU7010 convertor for VIP-type terminals : VIP7001/7700/7760, TTS7800 & TTU8221 
« TCU7022/7043 terminal concentrators for QUESTAR terminals : DKU7007/7107/7211. 


TRANSPAC refers specifically to the public data network in France, the use of 
which is contracted by PTT subscription. 


This manual is intended for the systems engineer, programmer/analyst and console 
operator to control and manage the communications network comprising secondary 
networks accessed through BINS and primary networks accessed through either FNPS 
or BTNS/HDLC. The TRANSPAC network is also eccessed through BINS/HDLC. 


Section I déscribes the functions of the network which are activated and control- 
led by the network operator who at the start of the communications session is the 
console operator. The "communications session" is the duration from when the ST 
command is issued to when all communications and message management components 
are terminated through the TT command. 


Section II lists the network control commands and the functions they provide when 
executed by the different modules of GCOS communications software. In addition to 
normal operational functions, maintenance functions are also provided such as 
"file traces'’ for the communications and message management components. 


Section III deals with messages output to the network control terminal, which are 
treated as follows, 

» where the action recommends calling the field engineering service, the opera- 
tor is advised to consult the maintenance procedures of the installation be- 
fore doing so 

» where the "return-code'' is specific to the message, the appropriate action is 
as follows, 

- for any of the GCOS "'return-codes", refer to the Error Messages and Return 
Codes Pocket Guide | 
- for any of the TRANSPAC PAD "return-codes"', refer to Appendix A. 


Appendix A gives a resumé of PAD return-codes, the majority of which are trans- 
mitted by TRANSPAC and the rest set by the DPS 7. For complementary information on 
the "mnémoniques", refer to the Terminal Operations Manual. 


Appendix B lists all GCOS system files needed for DN7100 support and, where appli- 
cable, gives the system utilities which use them 


Mm Appendix C describes how a primary network is configured according to its func- 
me tion. It treats all the CNC commands pertaining to the primary network and the 
| sequence in which these commands are to be declared. 


m@ Appendix D treats the maintenance tools available for assuring the performance 
m of the primary network. These tools are executed in '"'debug'' mode and "loop" mode. 
The "injector'' commands in "'debug'' mode can be used with the "loop!'' mode. 


Appendix E describes the BTNS FILE TRACE in terms of its characteristics, use and 
contents. The use of this file in a "trace'! session is intended as a maintenance 
aid for the field engineering service. 


Pe Appendix F describes how to fill in the TRANSPAC subscription form with respect 


to what has been declared in the network generation. Because the form is printed 
in French, this "'annexe'' is written in French. 
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The following publications give more information to topics treated in this manual, 


° For DSA concepts and DPS 7 networking 
~ 4742 01UC Communications Architecture 
» 47A2 O02UC Network Generation 
© 47A2 O6UC Network Administrative Supplement 


° For declaring the network control terminal using the CATMAINT utility 
- 47A2 01US System Management Guide 


° For terminal operator mesSages redirected to the network control terminal 


» 47A2 O4UC Terminal Operations 


° For details on the DSALOG and DSADUMP utilities 
« 47A2 10UC Network Administration Utilities 


° For information on OCL commands and GCOS messages 
» 47A2 O1UU Operator Guide 
° 4742 O2UU Operator Reference Card 
» 47A2 O7UU Console Messages 


° For "return-codes" in the network control messages 
. 47A2 10UJ.~- Error Messages and Return Codes 

° For a quick resumé of all aspects of networking 
- 4742 09UC Telecommunications Reference Card 


° For DN7100 operator commands and messages 
» 1542 8023 DN7100 System Operation Manual 


° For information on setting up GCOS system files for DN7100 support 
» 47A2 02US System Installation and Updating Manual 


° For the TRANSPAC operator interface 
» TRANSPAC Guide Utilisateur : acces par le réseau téléphonique commuté 


° For 'in-line'' tests on the DN7100 
» 15A2 9982 tIn/ On Line Tests Operator Guide 


© For the format of administrative records written during the DSA log function 
» 15A2 9693 DSA Logfile Messages 
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These functions can be summarized as follows, 


system and network generation 


maintenance services 


gathering statistics 


survey and management of network components, being 


- physical units, such as, lines, modems and terminals 


- logical entities, such as, programs and connections 


- DSA primary network objects 


generating the software for, loading and dumping the DN7100 
trece cperations on BINS and TNS, and VCAM, BINS and FNPS. 


Most of these functions are activated and controlled by the network control op- 
erator. 


The network control operator's interface with the GCOS communications system is 
described in terms of | 


The 


network 
network 


network 


network 


network 


network 


control 
control 
control 
control 
control 


control 


relationship of 


operator 
terminal 
operator 
operator 
terminal 


operator 


management 
characteristics 
dialog 
functions : 
recovery 


dialog logging. 


the DPS 7 to the primary, secondary and TRANSPAC networks is 
shown in "Interlinked Systems in 64/DPS 7 Networking Environment". 
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SECTION I 


INTRODUCTION 


Release V1 of GCOS 7 allows remote users, such as terminal operators and communi- 
cations applications located in other ccmputers, to access 


» communications user applications running under the control of GCOS which can 
be 


- MCS applications, written in COBOL or GPL, under MCS control 
- transaction programs, written in COBOL or RPG, under TDS control 

- GCOS communications services, which are collectively termed VCAM subsystems 
- RBF6 / FTF6, Remote Batch and File Transfer Facilities from/to the Mini 6 
- DIP / DFT, Distributed Job Processing and DSA File Transfer Facility 


- IOF, Interactive Operator Facility 
- TDS, Transaction Driven Subsystem 
- GARDLESS, also known as READER 
~ TILS, Transactional and Interactive Load Simulator 
- OLTD, On-Line Tests and Diagnostics. | 
From a transmission Standpoint, access to GCOS is through 
. either the Data Communications Controller of the URP 
» or the DN7100 functioning as a front-end processor. 
The URP, in conjunction with BTNS handles communications over secondary networks 
composed of local, leased or switched lines. 


The URP, in conjunction with TNS, a function of BTNS/HDLC, allows access to the 
TRANSPAG secondary network or to a DSA primary network linked by pcint-to-point 
HDLC lines or virtual circuits over TRANSPAC. 


| The DN7100, in conjunction with FNPS, a GCOS service job, can handle communica- 
tions over 


» secondary networks, like those supported over the URP 
. the different types of primary networks, namely 

- DSA high level networks 

- public networks, such as TRANSPAC, 


The user has a set of functions to control and administrate his network. 


NETWORK GONTROL CPERATOR MANAGEMENT 


Network control operations are not restricted to a particular terminal. The com- 
mands listed can be entered on the system console or on the network control ter- 
minal when logged on. 


NCO Identification 


Permission to log on as the network control operator, is given at the GCOS system 
catalog level. 


The network control operator must be cataloged as a member of a project 
- Specifying the NETWORK attribute 
» containing IOF in the APPLIST, its "“application-list' 


Although several users may be cataloged under such a project, only one operator 
at a time can operate the network control functions. 


NCO Localization 


When starting a GCOS session, the system console operator, logged with MAIN 
rights, has implicit access to the network control functions. It is the system 
console operator who can first issue the ST network control command to start the 

communications session 


Once the communications session is started, the first operator who logs onto IOF 
under a project specified with the NETWORK attribute, becomes the network control 
operator. As a result, the system console operator then ceases his function as 
the network control operator. 


All other operators who log onto IOF under the same conditions, that is, under a 
project specified with the NETWORK attribute, do not get the network control 
rights. These rights are retained by the current network control operator until 
he relinquishes them. 


When the network control operator logs off or is disconnected during the session, 
IOF monitor automatically returns the network control functions to the MAIN oper- 
ator, being the system console operator. 


Another operator can now log onto IOF to become the network control operator. The 


System console operator is informed of such a logon or disconnection by the appro- 
priate [OF message. 
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Interlinked Systems 


in 64/DPS 7 
Networking Environment 


64/DPS 7 


= MCS epplicetions | 
I QMON me 
Mee ee ee 


communications 
services 


TRANSPAC 


local . 
network secondary 
secondary secondary ; 
e private network 
network network : 


TRANSPAC 


NETWORK CONTROL OPERATOR DIALOG 


The NCO dialog consists of commands and system mesSages in either the "interac- 
tive'' mode or "console" mode. 


The operator dialog, whether from the MAIN console or from the network control 
terminal is completely controlled by IOF, which performs the following actions, 
- analyzes and controls command syntax and semantics 

» translates the commands into internal format 


- routes the command, already translated, towards the GCOS software component 
in charge of its execution. 


Command Format 


<command-name> <operand(s)> [; ] 


- the ''command-name"' is a string of up to 3 alphabetic characters 


- the "operand(s)'' can be one of the following, 


- the name of the component as defined at network generation, for example, 
"“line-name", "program-name'' or "'terminal-name"! 


- the type of component as SScEaeee in "categecry'"’ in the DT, HT, RI and MTP 
commands, see note below 


- self-identifying keywords specific to the command indicating the function 
required 


- the optional terminator "3'' is mandatory when in interactive mode. 


Note : "'Category'' is specified with "'component-name''! to resolve the ambiguity 
caused by different components having the same names. For example, if 
"line-name" and "terminal-name'' are both called, say, TOTO, the commands 
"DT LINE TOTO" and "DT TERMNL TOTO!" are used respectively to distinguish 
one from other. 


Message Format 


} <time> <key> | message-text 


. the "time'’ is shown in hours and minutes, in the form hh. mm 
. the "key'' identifies the software component originating the message 


. the system sends messages to the network control terminal 
- either in consequence of events occurring in the networking environment 


- or in response to the network control commands. 
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NETWORK CONTROL TERMINAL CHARACTERISTICS 


Any terminal may be used as the network control terminal for as long as it is in- 
cluded in the list of interactive terminals that can be handled by IOF, see Appen- 
dix A of Network Generation Manual. 


Compared with a printer terminal, a keyboard-screen terminal such as DTU7171 or 
VIP7100 is ideal for use as the network control terminal for the following reas ns 


« less noise 
- less space 


» no paper or ribbon cartridges. 


Because of the absence of "hard-copy'' for keyboard-screen terminals, such termin- 
als should only be used if no "trace" is to be kept of the network control opera- 


tor dialog. However, a "trace" of the NCO dialog can be obtained with the LOGC 
facility. 


Management of the URE Primary Network 


The primary network accessed through the URP of the DPS 7 is under the control of 
the TNS function of BTNS/HDLC. 


Transport and Network Subsystem commands can be processed once TNS has been acti- 


E vated as follows 


. when the communications session has been started through "'ST [ gencom-name }" 


. and when one of the HDLC lines configured in the network is "opened''; if the 
line has been declared with CLOSE, an ''RT LNnn'' command must be issued. 


™ TNS commands allow the network control operator 


»- to enable and disable TRANSPAC remote subscriptions 


» to survey the objects of the primary network such as 'netroutes' and "remote- 
transport-stations'', 


The physical level of the TNS primary network, however, is composed of HDLC lines 
on which the RT, HT and DT commands can be performed. These commands can be exe- 
cuted on the startup of the BTNS/HDLC service. 


NETWORK CONTROL OPERATOR FUNCTIONS 


Network control operator actions are classified as follows 
» management of the URP primary network (TNS) 
» management of the URP secondary network (BTNS) 
» management of DN7100 service functions 
» management of the communications components 
- management of MCS queues 


«e miscellaneous functions, 


Management of the URP local Network 


The BINS secondary network controller executes commands entered by the network 
control operator and sends back messages through IOF, which are either in res- 
ponse to the command execution or notifications of networking events. 


These management functions may be summarized as follows, 


- control of the physical components, such as, enabling and disabling lines, 
clusters, stations and terminals 


» surveying the physical components, Such as, 
= reporting changes in their physical Status 
- . displaying their physical status 


« control of logical connections between the terminals and applications, such 
as, 


- breaking and re-establishing logical connections 


- displaying the status of the logical connection on the basis of userid, 
terminal and application 


» broadcasting service messages 
» activating and deactivating maintenance tools, such as, 
- line trace 


- tracing general events such as occurring in BINS, TNS, VCAM and FNPS. 


Note : "Trace'' sessions are performed at the request of the field engineering 
service. The printouts are not intended for the user; they are to be 
retained for later diagnostics by the field engineering service. 
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Management of the Communications Components 


The management of the communications components is described in terms of 
. definition of components | 

- workstations 

- mailboxes 


» operator control of components 


WORKSTATION 


The DSA definition of a workstation is a set of communications services which are 
Subject to administrative and network control functions such as start-up and shut- 
down, and which require System resources in terms of memory, CPU-time and disk 
space. 


Some examples of workstations managed by VCAM are 
» GCOS system components such as | 

- the BINS terminal management workstation 

- the TNS primary network workstation 


the FNPS workstations 


- the ADM administrative service workstation 
- VCAM subsystems such as 
- the IOF service workstation 
- the DJP service workstation 
- the TDS service workstation, 1 per TDS version 
- the CARDLESS service workstation 
- the RBF service workstation 


- the QMON service workstation which operates with MAM. 


MATLBOX 


The mailbox is an addressing and security entity within the DSA network, able to 
accept one or more connections. | 
The mailboxes managed by VCAM may be classed as follows, 


» terminal-mailboxes for terminals connected over the BINS/URP and TRANSPAC sec- 
ondary networks 


» application-mailboxes allowing access to GCOS communications components 


. administrative mailboxes internal to ADM and NASF. 
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Management of DN7100 Service Functions 


These functions are "service", rather than "network control and administration", 
because the network control operator is only able to activate the functions con- 
cerning the DN7100(s) connected locally to the DPS 7 via the PSI channel inter- 

face. 


These functions cannot be activated for a remote DN7100 connected over the HDLC 
Xe 25 link. 


These functions are executed by the ADM and NASF administration modules as a re- 
sult of commands entered by the network control operator. 
The administration module sends back messages which are either in response to 
the command execution or notifications of events occurring on the DN7100 side or 
on the DN7100/DPS 7 interface. 
These management functions may be summarized as follows, 

- loading and start-up of the DN7100 

» taking a dump of the DN7100 

* generating DN7100 software 

» displaying the status of the DN7100 managed by FNPS 


» suspending and resuming the survey mechanism between FNPS and the DN7100. 


Most of these functions require an interface with GCOS system files, described in 


Miscellaneous Functions 


The network control operator can, in addition, perform the following 
- in general, to execute any function allowed for a standard IOF user 


» in particular, to become the "master" operator of one or more communications 
services, such as TDS, as if he were the submitter of the TDS step, thereby 
giving him the same interface with TDS, as he would have had at the main con- 
sole. 


NETWORK CONTROL TERMINAL RECOVERY 
The network control terminal is controlled by IOF to which it is connected. 


Terminal and line failures occurring on the network control terminal are reported 
to IOF by terminal management. The network control functions are then automatic-. 
ally routed by the IOF monitor to the main console operator. 


The network control can then log on, at a later stage, from an available termi- 
nal. 


NETWORK CONTROL OPERATOR DIALOG LOGGING 
The network control operator dialog is logged in the GCOS system file SYS. LOGC 
under the following conditions 
» that the network control operator is the main console operator 
» that the file SYS.LOGC has been allocated on the system disk. 
IOF performs the logging function, and at the end of the communications session, 


the operator can print out the log file at the main console using the system ut- 
ility PRLOGC. 


During the communications session, the main console operator can terminate and 
restart logging through the MCL command. 


The number of mailboxes managed by VCAM depends on their type, namely 
» terminal-mailboxes : 1 per terminal 
- application-mailboxes ;: 
- 2 per TDS occurrence 
- 1 for each VCAM subsystem service workstation 
- 1 per program-queue handled by QMON 


. administrative mailboxes : one for ADM functions and one for NASF functions. 


OPERATOR CONTROL OF COMPONENTS 


The network control commands allow the operator 
» to list and display the status of mailboxes 
» to Start and terminate the BINS terminal management workstation and the FNPS 
transport workstation. 
The start-up of the BTNS and FNPS workstations is performed through the ST con- 
mand, which results in 
.» the activation of the workstation by VCAM 
- the launching of either BINS or FNPS, corresponding to the service required 
« the activation of VCAM subsystem service workstations, whichever pertains tc 


the first communications workstation to be started. 


For the shutdown of the BTNS and FNPS workstations, the TT command performs the 
above actions in reverse. 


Management of MCS Queues 


The network control operator iS able to manage the MCS queues as follows 


» to activate or shut down the QMON service workstation through the ST QMON or 
TT QMON commands, respectively 


- to list and display the status of the queues 


. for program-queues, to list and display the status of their corresponding 
mailboxes 


- to enable and disable the queues 


» to modify the editing parameters declared at network generation. 
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Definition 
The '"'Broadcast Telecom" command sends a message to destinations declared oa 
the apEECDETaES operand. 


The message, sent tu specified terminals, takes priority over application out- 
put requests. 


Rules : If the message text exceeds 128 characters, the command is rejected. 


The BT command can be keyed in on the system console (MAIN) even if it 
is not the network control terminal. 


Format of Command 


ene 


[ au 
program-name 
‘program-queue-name | 
BT | 'message-text ' 
rdtn-name 


terminal-name 


userid 


ALL 


- keyword defining the destinations to be all the connected users o: the 
URP local and TRANSPAC/URP secondary networks. 


program-name 
- ranges from 1 through 8 alphanumeric characters and uniquely identifies 
the VCAM subsystem, such as TDS and IOF. 
It defines the destinations to be all the active terminals currently 
connected to the appropriate VCAM subsystem. 


program-queue-name 
- ranges from 1 through 8 alphanumeric characters and uniquely identifies 
the program-queue used by MCS applications to receive messages. 


The message is queued after other system or data messages already pre- 
sent in the queue. 


The control message ><CTLxxx may be sent through this command. 
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SECTION II 


COMMANDS 


The different network control commands activate functions which are executed by 
the different modules of GCOS communications software. 


The list below defines the general functions of each command, the module execu- 
ting it and the text reference. 


SYST denotes either a centralized or distributed function of GCOS. 


Network Control Commands 


‘definition -FNPS | QMON | SYST | page | 


broadcast telecom 
display telecom 

hold telecom 

modify telecom edit 
maintain telecom frontal 
modify telecom line 
modify telecom paremeters 
modify telecom terminal 
release telecom 

Start telecom 


terminate telecom 
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BT 


continued 


Examples 


1) BT command executed for terminal T123 


2) 


3) 


4) 


: BT T123 'CREDIT LIMIT EXCEEDED! 
. CCO3 BT COMPLETED 


The message CREDIT LIMIT EXCEEDED is sent to the terminal identified as 
T123. | 

The message arrives at the receiving terminal together with the time when 
the message was sent and the identification of the user. 


BT command executed for program-queue QIN 


: BT QIN 'END SESSION! 
CCO3 BT COMPLETED 


The MAM application, assumed to be active, will receive the conventional 
message END SESSION via its program-queue QIN, and will act upon it accord- 
ingly. | 


BT command executed for all terminals 


S : BT ALL 'SESSION ENDING IN 5 MINUTES' 


CCO3 BT COMPLETED 


The message for "shut-down"! is sent to all connected and active terminals 
of both the local as well as the TRANSPAC/URP secondary network. 


BT command executed for IOF 


S : BT IOF ‘PLEASE LOG OFF! 


CCO3 COMPLETED 


All IOF terminals currently connected will receive the message. 
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BT 
continued 


Description of Parameters (continued) 


rdtn-name 
- ranges from 1 through 4 alphanumeric characters and uniquely identifies 
the "remote data terminal" in the TRANSPAC/URP secondary network. 


Command execution follows the same rules as defined for "terminal-name", 


No message can be sent if the rdtn is in the DISABLEd state. 


terminal-name 
- ranges from 1 through 4 alphanumeric characters and uniquely defines the 
terminal in the URP local network. 


The message is immediately sent to the named terminal (priority over ap- 
plications and output requests) provided that the terminal is not in the 
HELD state and is accessible to the terminal manager. 


The terminal must fulfil the following conditions, 
- be of the subtype CRT, KCT, KPR or PRT 
e not be a BIT7300 of the subtype KCT 


If one of the previous conditions is not fulfilled, an error messagé is 
returned to the network control operator. 


If the terminal is connected over a switched line, the name to be used is 
» either the name declared in either the TERMNL or RDTN commands at 
network generation | | ee | - 
» or the "userid" of the operator currently logged on to the terminal 


userid 
- ranges from 1 through 12 alphanumeric characters and uniquely identifies 
the operator currently logged on to e terminal of the network. 


The message is immediately sent to the "user-named" terminal. 


Note : From a communications point-of-view, the userid is a dynamic entity 
known only between logon and logoff. 


mesSage-text 
- a String of up to 128 alphanumeric characters which must be enclosed with- 
in quotes if "spaces'' are included in the String. 


DT | 
continued 


Format of Command | 


DT 


[ cLUSTER | [ cluster-name ] 

[ FNP | [ fnp-name ] 

[ Fsc | [ f£sc-name [ Lone | ] 

[ rsys ] [fsys-name [ Lone } | 
[LrneE ] [LNnn [Lone] | 

[ usc ] : lsc-name ] 

[ usus | [ lsub-name ] 

[ usys ] [1sys-name [Lone ] ] 


| | | progran-ese-nan rose | 


sy Stem-mai lbox-name 


[NR netroute-name [ Lone] ] 


[ QuEvE | [ program- queue-name [ LONG ] ] 
[ RDTE | [ rdte-name ] 

[ rvtTN] [rdtn-name [Lone ] ] 

[ rsc ] [ rsc-name [ Lone ] ] | 

[ rsys ] [rsys-name [Lone ] } 

[ RTS rts-name [ tone | ] 


[sc] 


[ STATN ] fi st ation-name | 


[ sys ] 

Ez | { esa bias ; | Lone | | 
terminal-name J | 

[ uSERID | [userid ] 


[ dsa-terminal-queue-name | 


[ trace [ Lone ] } 


DT 


Definition 


The "Display Telecom" command displays the partial or complete status of the 
network object or the category of network objects, and the status of the trace 
activated for the BINS/HDLC service. 


Rules : 


The operand LONG is synonymous with STRONG of previous releases. 


(1) The DT command displaying object status : 


- If no operand is specified, all network objects are listed, where 
applicable, in their hierarchical order 


- The "category" of network objects is defined by the names of the 
respective CNC commands, and the keywords MB, SC, SYS and USERID 


"Category" is included in the syntax of the command for the fol- 
lowing purposes 


- the "category" is used with the "object-name!"! to resolve the 
ambiguity caused by different objects having the same name 


- "category'' Specified on its own is used to display the status 
of all objects belonging to it 

- the following "categories" which do not take "object-names" 
are included to display the "global" status of groups of ob- 
jects, namely, | 


- SC : for displaying all "'session-controls" | | 
"DT SC'' combines "DT LSC", "DT FSC" and "DT RSC". 


.« SYS : for displaying all "systems"! 
"DT SYS" combines "DT LSYS"', "DT FSYS'" and "DT RSYS". 
(2) The DT command specifying LONG : 
The use of the LONG option, where applicable, provides the user 


with more detailed information. 


(3) The DT command for displaying the BINS file trace : 


The command is for maintenance purposes and is used to confirm if 
the trace has been started. Detailed information can be obtained 
on which of the domains and subdomainds have been activated. 


The "trace'!' includes both BINS and TNS of BTNS/HDLC. 


DT 
continued 


Description of Parameters (continued) 


lsub-name 
- ranges from 1 through 4 alphanumeric characters and uniquely identifies 
the TRANSPAC subscription that allows access to the DPS 7 via the BINS/URP 
interface over the HDLC link. 


"DT lsub-name" displays 
« the TRANSPAC subscription number 
«s the number of virtual circuits declared and active. 


lsys-name 
- ranges from 1 through 4 alphanumeric characters and uniquely identifies 
the DPS 7 configuring the network. 


"DT lsys-name'' displays the profile of the DPS 7. 
"DT lsys-name LONG' displays, in addition, its associated "lsc" 
netroute-name 


- ranges from 1 through 8 alphanumeric characters known only to the "local- 
system". 


"DT NR netroute-name'' displays the status of the connection. 


"DT NR netroute-name LONG" displays, in addition, the physical layer ob- 
ject over which the network-route is mapped. 


program-name 
- ranges from 1 through 8 alphanumeric characters and uniquely identifies 
the appropriate communications service, otherwise known as VCAM subsystem. 


"DT program-name" is equivalent to 'DT MB program-name" and displays 

- the current status of the service, whether present in memory or not 

« the number of terminals connected as well as the maximum allowed 

- the number of terminals waiting for connection and the maximum allowed. 


"DT MB program-name LONG'' displays, in addition, the list of userid's con- 
nected and waiting for connection with the following identification 

» users logged on to BINS are identified by their "'terminal-name" 

» users logged on over the DN7100 are identified by the keyword FNPS. 


program-queue-name 
- ranges from 1 through 8 alphanumeric characters and uniquely identifies 
the "program-queue'' used by MCS applications to receive mesSages. 


"DT program-queue-name'"! is equivalent to "DT QUEUE program-queue-name"! 
and displays 

» the current status of the queue, whether HELD or not 

- the number of messages present and the percentage space occupied 

- the current data formats used over the line. 


"DT QUEUE progrem-queue-name LONG" displays, in addition, the list of 
userid's and the number of terminals connected and waiting for connection. 


For "DT MB program-queue-name'' and "DT MB program-queue-name LONG", see 
"program-name". 


DT 
continued 
Description of Parameters 


cluster-name 
- ranges from 1 through 4 alphanumeric characters and uniquely identifies a 
set of stations connected over ea pciled line of the URP local network. 


"DT cluster-name'! displays 
. the current status of the cluster, whether HELD or not 
'. the list and status of stations pertaining to the cluster. 


fnp-name 
- ranges from 1 through 8 alphanumeric characters and uniquely identifies an 
FNPS service declared in the FNP command at network generation 


"DT f£np-name" displays 
- the current status of the DN7100 
» the "'fsys-name'' of the DN7100 operating with the FNPS service. 


fsc-name 
- ranges from 1 through 4 alphanumeric characters and is identical to its 
"fsys-name''. 


“DT fsc-name'' displays the name of the esscciated "'fsys". 


"DT £sc-name LONG! displays, in addition, the name and status of the asso- 
‘ciated FNPS service(s). | 


fsys-name 
- ranges from 1 through 4 alphanumeric characters and uniquely identifies 
the DN7100 functioning as the "front-end system" of the DPS 7, 


"DT fsys-name'"' displays the profile of the "Esys'"e 


"DT fsys-name LONG' displays, in addition, its associated ''fsc". 


LNnn 
- "line-name'', where nn ranges from 01 through 99, uniquely identifies the 
communications line in the secondary or primary networks as declared in 
the SRST at the time cf installation. 


"DT LNnn' displays 

» the current status of the line, whether HELD or not 

» the current firmware parameters, Such as time-out and speed 
» the number of messages and errors over the line 

» the current polling list, if the line is multipoint. 


"DT LNnn LONG" displays, in addition, the list and status of all objects 
pertaining to the line, namely, clusters, stations and terminals. 


lsc-name 
- synonymous with "lsys-name'' and must be used with the keyword LSC to dis- 


tinguish the "lsc" object from the "isys'' object. 


"DT LSC lsc-name'' displays the name of the associated "lsys". 
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DT | 
continued 
Description of Parameters (continued) 


system-mailbox-name 
- the name of a system-mailbox such as $LOGFILE and $NASF. 


For "DT system-mailbox-name' and "DT system-mailbox-name LONG", see "pro- 
gram-name'’. 


terminal-name 
- ranges from 1 through 4 alphanumeric characters. 


"DT terminal-name'" displays 

» the current status of the terminal and its userid, if applicable 

- information on its terminal-queue, if it has been defined, refer to 
"DT program-queue-name"'. 


"DT terminal-name LONG" displays, in addition, the number of messages ex- 
changed by the terminal since the start of the communications session. 


dsa-terminal-queue-name | 
- identifies the queue used to send messages to an application over either 
a DN7100 secondary network or a primary network connecting DSA "remote- 
systems"’. 


The format of such a queue is : <system-name>.<mailbox-name>, where. 
- 'system-name'"' ranges from 1 through 4 alphanumeric characters and can 
be either "fsys-name"' or "rsys-name"! 
» "mailbox-name'' ranges from 1 through 8 alphanumeric characters, see 
"system-mailbox-name"' 7 
- the total string, including the "full-stop", is limited to 12 alpha- 
numeric characters. 


For ''DT dsa-terminal-queue-name", see "DT program-queue-name''. 


userid 
- ranges from 1 through 12 alphanumeric characters and uniquely identifies 
the operator currently logged on to a terminal of the URP local network. 


"DT userid" displays 
»- the current status of the terminal, whether HELD or not 
» the name of the terminal on which the named user is logged. 


SC 
- keyword to specify all '"'session-control" objects, namely ''lsc", "fsc(s)"' 
and “rs¢eCs) | 
For "DT SC", see "DT SYS'' following. 
SYS 


- keyword to specify all "'system!'' objects, namely '"lsys"', "fsys(s)"' and 
"rsys(s)'. 


"DT SYS"! displays the list of all "systems'' configured in the network. 


Since the name of the "'system!'' is the same as that of its associated 
"session-control", "DT SYS"! will list the same object-names as ''DT SC", 


DT 
continued 
Description of Parameters (continued) 


rdte-name 
- ranges from 1 through 4 alphanumeric characters and uniquely identifies 
the "remote data equipment'' accessed by the TRANSPAC subscription via the 
BTNS/URP interface over the HDLC link. 


"DT rdte-name'' displays 
» the TRANSPAC subscription number as specified in the SUBNB parameter 
. the current status of the rdte. 


rdtn-name 
- ranges from 1 through 4 alphanumeric characters and uniquely identifies 
the "remote data terminal'' associated with its corresponding rdte. 


The '"rdtn-name"' can be categorized either by RDTN or TERMNL. Command exe- 
cution follows the same rules as for "'terminal-name'"'. 


rsc-name 
- ranges from 1 through 4 alphanumeric characters and is identical to its 
"rsys-name"'. 


“DT rsc-name'' displays the name of the associated "'rsys". 
"DT rsc-name LONG" displays, in addition, the different RSC access paths, 
being either fnp-name or TS, and their status, being either ENABLED or 
LOCKED. 
rsys-name 
- ranges from 1 through 4 alphanumeric characters and uniquely identifies 


the "remote system'! connected to the DPS 7 "local system" either directly 
through | the URP of the DPS 7 or through the intermediary of the DN7100. 


"DT rsys- -name" displays the profile of the NEsys't, 
"DT rsys-name LONG" displays, in addition, its associated "'rsc''. 
rts-name 


- ranges from 1 through 4 alphanumeric characters and identifies the trans- 
port-station of the "remote-sysStem". 


"DT RTS rts-name'' displays the status of the "rts'' and its associated con- 
nection(s) through the network-route(s). 


"DT RTS rts-name LONG" displays, in addition, the HDLC line(s) over which 
the connection(s) through the network-route(s) is/are mapped. 


Station-name 
- ranges from 1 through 8 alphanumeric characters. 


"DT station-name'' displays 

. the current status of the station, whether powered up and/or HELD 

- and where applicable, the ''station-index" and status of the ettached 
terminals. 


DT 
continued 


Examples 


1) DT command to display categories, also see example 4. 


DT CLUSTER 
CC16 CLO2 CLO3 


FEP1 FEP2 


DT LINE 
CcCi6 LNi1l LN12 LNO1 LNOS5 


DT QUEUE 


QCc39 VO2 OO MSG 100% OF FREE SPACE 
Qc39 V10 OO MSG 100% OF FREE SPACE 


QC39 PRG1 O MSG 100% OF FREE SPACE 


QC39 NDI. $TR¢VIP1 0 MSG 100% OF FREE SPACE 
QC39 ND1.MBS 1 O MSG 100% OF FREE SPACE 


QC39 USERID1 O MSG 100% OF FREE SPACE 


DT STATN 
CC16 V121 V122 V1i23 V124 


DT TERMNL 


CC16 TT11 Vi0O v1i v13 
CC16 VO5 vo06 TTO5 


DT USERID 
CC16 USERID1 USERID2 USERID3 USERID4 
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DT 
continued 
Description of Parameters (continued) 


TRACE 
- a maintenance parameter concerning the BTNS FILE TRACE. 


'DT TRACE'' confirms if the "'trace'' session has been started. 


"DT TRACE LONG"! displays the "domain", "subdomain" and "level" for which 

the "trace'' session has been activated, namely 

» NET, for the "network" domain which has 2 subdomains 
- ENCRM, for "network control and resource management'"' 
- X25L3, for 'X25 level 3" 

. PHY, for the "physical link'' which has 1 subdomain 
- HDLC, for "high-level data link control" 

. TRM, for the "'terminal-manager'' which has no subdomain 

» TRPT, for the "transport-station'' which has no subdomain 

. LEVEL, which unless otherwise specified in the RT command, has the de- 
fault value of 255. 


For further information, see Appendix E. 


DT 
continued 


Examples (continued) 


3) The following are examples of the effect cf the LUNG option. 


® A TTY switched line LNil 


DT LN1I1 


CC1i8 LN11 HELD TI=50 TO=150 RA=10 SP=F 
CC32 OM=O IM=0 OE=0 IE=0 


DT LN11i 


CC18 LN11 HELD TI=50 TO=150 RA=10 SP=F 
CG32 OM=O IM=0 OE=0 TE=0 


TT11/ IDLE 


* A VIF muitipoint lire i112 


Dn eee ean tad aeenenet area an ree ata nateeneat nesta adele el eet tend 


S : DT LN12 


CC18 LN12 IDLE TI=140 TO=16 RA=10 SP=* 
CC30 PL = V121 V122 v123 v124 
C032 OM=0O IM=0 OE=0 IE=O 


S : DT LN12 


CC1i8 LN12 IDLE TI=140 TO=16 RA=10 SP=* 
CC30 PL = V121 Vi22 V123 V124 
CC32 OM=O IM=0O OE=0 IE=0 


V121/ HELD 
_V10/IDLE V11/IDLE 


V122 
cci5 V13/IDLE V14/IDLE V15/IDLE 


CC17 V123 
V1i6/ IDLE 


V124 


DT 
continued 


Examples (continued) 


2) DT command for a general display of network components 


S : DT 
Cc19 LNil HELD 
CC19 LN12 IDLE © 


Vi21/HELD 
V10/IDLE V11/ IDLE 


Vi22 
Vi3/IDLE V14/IDLE V15/IDLE 


V123 
V16/ IDLE 


v124 
-V17/IDLE 


IDLE 


voll 
VO1/IDLE 
CLO2/ HELD 
v012 
V02/ HELD 


V0O13 
V03/ IDLE 


CLO3 


voi4 
VO04/ IDLE 


vo15 
VO5/ IDLE 


CC46 BTNS INACTIVE 


CG25 FEP1 
cC19 
GC25 FEP2 
cc19 


CHNB= 13 STATUS =IDLE CNCT =O 
FSC NAME IS NOD1 
CHNB = 13 STATUS = IDLE CNCT=0 
FSC NAME IS NOD2 


CC46 FNPS INACTIVE 


GOL]: TCI 
CC47 PC2 


012345678901234 IDLE SWC: 15/0 PVC: 3/3 
012345 IDLE SWC: 10/0 PVC: 2/2 


Note : The boxed messages pertain to TRANSPAC which refers specifically 
to the public network in France. 
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DT 
continued 


Examples (continued) 


4) DT command to display categories of TRANSPAC*/URP network components. 


DT LSUB 


CC 16 TC1 PC2 


 § : DT RDTE 
CC16 RD1il RD12 RD13 RD14 
CC16 RD15 RD21 RD22 RD23 
CC 16 RD24 RD25 RD26 WOOO 
CC16 WOO1 W002 WOO3 WOO04 
CC16 WOO5 WOO06 WOO7 W008 
CC16 WOO9 WO10 WO11 WO12 
cci6 W013 WOi4 WO15 WOi6 
CC16 W017 W018 WO19 WO20 
CC 16 WO21 WO22 WO23 WO24 


DT 


continued 


Examples (continued) 


3) The following are examples of the effect of the LONG cpticn. 


© A VCAM subsystem, IOF, while 1 uSer is connected 


S : DT IOF 
CCO7 IOF MB DYN ON CNCT: 1/255 WAITING: 0/0 
DT IOF LONG 
CCO7 IOF MB DYN ON CNCT: 1/255 WAITING: 0/0 


CC1i5 Vi2/USER3 CONNECTED 


* An IDLE "general-purpose!!! terminal V16 for which an output queue has been 


declared 


DT V16 

coos Vié IDLE USERID : ti IN: Y OUt Y 
DT V16 LONG 

ccO8 v16 IDLE USERID ; whiniineieiok IN: Y OU: Y 


CcG39 0Q O MSG 100% OF FREE SPACE 
Cc41 NBLOCK 80/20 
CC32 OM=O IM=O0O OE=0O 


* A CONNECTED "general-purpose" terminal V12 for which no queue has been 


declared 


S +: DT v12 


ccO08 Vi2 CONNECTED WITH IOF TEMP, USERID: FRED IN: Y OU: Y 


S : DT V12 LONG 


cco0g Vi2 CONNECTED WITH IOF TEMP. USERID: FRED IN: Y OU: Y 


OM=6 IM=3 OE=0O 


DT 
continued 
Examples (continued) 


6) DT command to display the names of all "systems", and then to display the 
names of "local systems", "front-end systems'' and "remote systems'' respec- 
tively. See note at the end of the page. 


DT SYS or DT sc All '"systems'' configured in the 


CC16 
CC 16 
CC16 
CC16 
CC16 
CC16 
CC16 
CC16 
CC16 
CC16 
cc16 
—CC16 


D20 
DNP 1 


—DNOY 


HDO3 
H222 
HPP3 
H224 
DBO4 
DBOA 
BO13 
D6 AM 
D6A1 


DN20 
DNO2 
DNO7 
HPR1 
HCP6 
HDO1 
PICD 
HPP 1 
L64P 
BOO5 
PP20 
PP50 


DNO4 
DNP3 
DN74 
HEO2 
HBO1 
HD18 
PCD1 
HPP6 
DOB5 
D6A5 
LOAN 
PP51 


DT LSYS or DT LSC 


CC16 


DT FSYS 


CC16 


DT RSYS 


CCG16 
CC16 
CC16 
cc16 
CC 16 
cc16 
CC16 
CC 16 
CC16 
CC16 
CC16 
CC16 


D20 


or DT FSC 


DN20 


DNO4 


or DT RSC 


DNO1I 
DNO8 
D224 
HDO9 
HEO4 
HCP 2 
HPR2 
HS21 
D6A8 
D6A6 
D6A3 
BCLE 


DNP 1 
DNO9 
HDO3 
W222 
HPP3 
H224 
DBO4 
DBOA 
BO13 
D6AM 
D6A1 


DNOQ2 
DNOQ?7 
HPR1 
HCP6 
HDO1 
PICD 
HPP1 
LOAP 
BOOS 
PP20 
PP50 


DNO1 
DNOS 
D224 
HDOS 
HEO4 
HCP2 
HPR2 
HS21 
D6A8 
D6A6 
D6A3 
BCLE 


DNP3 
DN74 
HEO2 
HBO1 
HD18 
PCD 1 
HPP6 
DOB5 
DOA5 
LOAN 
PP51 


network are listed in the order 
of their CNC declarations. 


In order to determine the type 
of "system'', the following com- 
mands are entered. 


All "local systems" are listed. 


All "front-end systems" are lis- 
ted. 


All "remote systems" are listed. 


In the "'system/session-control" pair sets of CNC commands, the 
name of the "session-control"’ is the name of its associated 
"system". 


DT 
continued 


Examples (continued) 


5) DT command to display the status of the BINS file trace. 


S : DT TRACE 
CC86 NO BINS FILE TRACE IN PROGRESS 
CC98 DT COMMAND COMPLETED 


The BINS "trace"! session can now be started by entering an 


"RT TRACE'' command. 


S : DT TRACE 
CC86 BINS FILE TRACE IN PROGRESS 
CC98 DT COMMAND COMPLETED | 


S : DT TRACE LONG 
CC86 BINS FILE TRACE IN PROGRESS 


SUBDOMAIN 


SUBDOMAIN 
SUBDOMAIN 


SUBDOMAIN 
SUBDOMAIN 


CC98 DT COMMAND COMPLETED 


DT 
continued 
Examples (continued) 


8) DT command to display the status of the "remote transport-station" and its 
associated "network routes'’ mapped over HDLC lines. 
For the configuration and function of the primary network, see Appendix C. 


S : DT RTS B13 TS 
CC85 RTS "B13 TS' TRANSPORT STATION RESTART IS NOT AUTHORIZED 


NR "NR CV" 
CONNECTION IS NOT AUTHORIZED 
NR 'NR_CV1" 
CONNECTION IS NOT AUTHORIZED 
NR 'NR_O1" 
CONNECTION IS NOT AUTHORIZED 
NR 'NR_06" 


CONNECTION IS NOT AUTHORIZED 
CC98 DT COMMAND COMPLETED 


S : DT RTS B13 TS LONG | 
CC85 RTS "B13 TS'' TRANSPORT STATION RESTART IS NOT AUTHORIZED 
NR '"'NR_CV" | _ 
CONNECTION IS NOT AUTHORIZED 


1 AND MAPPED OVER VC. TPC1 


NR "NR CV1" 
CONNECTION IS NOT AUTHORIZED 


AND MAPPED OVER VC.TPC1 | 


NR "NR_O1" | E 
CONNECTION IS NOT AUTHORIZED > 


AND MAPPED OVER LNO1 


NR '"'NR_06" 
CONNECTION IS NOT AUTHORIZED 


AND MAPPED OVER LNO6 


CC98 DT COMMAND COMPLETED 
S : DT NR NR 06 


Cc84 NR '"NR_06" 
CONNECTION IS NOT AUTHORIZED 


CC98 DT COMMAND COMPLETED 


S : DT NR NR_O6 LONG 
CC84 NR '"'NR_06" 
CONNECTION IS NOT AUTHORIZED 


AND MAPPED OVER LNO6 


CC98 DT COMMAND COMPLETED 
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Examples (continued) 


7) DT command to display details of individual "'systems' and their associated 
"session-controls". 
The names of the "system/sessicon-control" objects are obtained in Example 6. 


DT LSYS D20 

—¢C87 D20 PROFILE : L64/ GCOS-64/ 1E.5 
DT LSYS D20 LONG 

CC87 D20 PROFILE : L64/ GCOS-64/ 1E.5 
CC&7 SC : D20_ 


DT LSC D20 

CG88& D20 SYSTEM : D20 
DT LSC D20 LONG 

CG85 D20 SYSTEM : D20 


DT FSYS DN20 | 
CC87 DN20 PROFILE : DN7100/ DN-B/ V2.5 
DT FSYS DN20 LONG So | 

CC87 DN20 PROFILE : DN7100/ DN-B/ V2.5 
CC87 SC =: DN20 so: ** 


DT FSC DN20 | _ 
~CC8S8 DN20 SYSTEM : DN20 

DT FSC DN20 LONG 

-CC88 DN20 SYSTEM : DN20 

CC88 DN20 ACCESS : FNP _CCO1 ENABLED 


DT RSYS PCD1 
CC87 PCDI PROFILE : L64/ GCOS-64/ 1E.5 
DIT RSYS PCD1 LONG 
CC87 PCDI PROFILE : L164 / GCOS-64/ 1E.5 
CC87 SC : PCDI 


DT RSC PCDI 
CCc88 PCDI SYSTEM : PCD1 
DT RSC PCDI LONG | 
cc8s PCDI SYSTEM : PCD1 
ccgs PCDi ACCESS : FNP _CCO1 ENABLED 
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HT 
continued 


Format of Command 


[ cLustEr | cluster-name 

[ LINE ] LNnn 

[ QUEUE | ovou? ane cuewesneme. 
RSUB TRANSPAC.<subnb> 

[ STATN ] station-name 


| remem | { r8ta-name } 
termnl-name 


[ USERID ] userid 


HT 
DSALOG 
INU 
[Sf ENCRM | 
ve [ { X25L3 | 
TRACE puy [ upc | 
TRPT 
TRM 


Description of Parameters 


cluster-name | , 
- ranges from 1 through 4 alphanumeric characters and uniquely identifies a 
set of stations connected over a polled line of the URP local network. 


"HT cluster-name'' stops polling on all the stations attached to the same 
controller. This command should only be used if the controller is no long- 
er in uSe. | 


LNnn | 
- "line-name'', where nn ranges from O01 through 99, uniquely identifies the 
communications line in the secondary or primary networks as declared in 

the SRST at the time of installation. 


"HT LNnn!! 
» stops all activity on the line such as polling and selecting 
« and physically disconnects the line, if it is "'switched'". 


program-queue-name 


- ranges from 1 through 8 alphanumeric characters and uniquely identifies 
the "program-queue'’ used by MCS applications to receive messages. 
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HT 


Definition 


The "Hold Telecom’! command disconnects the network object, flagging it as HELD, 
disables the logging mechanism of ''remote systems", and discontinues tuning and 
maintenance facilities over the BINS/HDLC-URP interface. 


Rules : (1) The HT command specifying the network object : 


- The network objects can optionally be preceded by their "category" 
which is the name of their CNC command, and the keyword USERID ; 
the "'category'’ RSUB is mandatory 


« While the command only "holds" the network object concerned, all 
lower-level objects are logically disconnected, see note below, 
although they are not flagged as HELD 


Note : Logical disconnection involves 
- stopping all I/O processing concerning the network object 
- notifying the communications service, otherwise known as 
the VCAM subsystem, to which the terminal affected is con- 
nected 
- notifying the MCS application to which the terminal affect- 
ed is connected, provided that the program-queuve has been 
defined with the BREAK option at. network generation 
- notifying interactive terminals affected of their discon- 
nectione 


(2) The HT. command disabling the DSALOG function : 


- If DSA logging is currently active, all sessions on the $LOGFILE 
mailbox will terminate, and the NASF job will abort 

. Any attempt to open an administrative session on $LOGFILE will be 
rejected. 


(3) The HT command for tuning and maintenance : 
The file BINS FILE TRACE is closed and can then be printed out. 
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Description of Parameters (continued) 


DSALOG 
- specifies the DPS 7 system's capability to receive incoming administrative 
sessions from the NADs of DSA systems on the $LOGFILE mailbox. | 


"HT DSALOG" terminates all such sessions and aborts the NASF job. 


INJ 
- specifies the "injector" facility which operates in "debug'' mode to vali- 


date the link between 2 transport-stations. 
"HT INJ' deactivates the "iniector'' facility. 


For the use of the "injector" facility, see Appendix D. 


TRACE 
- a maintenance parameter concerning the BINS FILE TRACE. 


"HT TRACE" terminates the "trace'' session and closes the BINS FILE TRACE 
which can then be printed out. 


The "trace!'' session, however, can be selectively terminated by specifying 
the "domain" and "subdomain" 
. NET, for the "network" domain which has 2 subdomains 
- ENCRM, for "network control and resource management" 
- X25L3, for 'X25 Level 3! 
- PHY, for the "physical link'' which has 1 subdomain 
- HDLC, for "high-level data link control" 
- TRM, for the "terminal-manager'' which has no subdomain 
- TRPT, for the "transport-station" which has no subdomain. 


_ "HT TRACE domain [ subdomain |" terminates the "trace" only for the "dcmain" 
and "subdomain'' specified for all "levels"; the "trace" for other "domains" 


and their asSociated ''subdomains'' continues unaffected. 


For further information, see Appendix E. 
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HT 
continued 
Description of Parameters (continued) 


program-queue-name (continued) 
- "HT program-queue-name'' disables the queue and sets it to HELD such that 
. the application(s) can still receive messages already queued 
- although no further messages can be queued. 


rdtn-name 
- ranges from 1 through 4 alphanumeric characters and uniquely identifies 
the "remote data terminal". 


The "rdtn-name"' can optionally be categorized by the keyword TERMNL. 


"HT TERMNL rdtn-name'"' applies to the "virtual" terminal dynamically creat- 
ed while the rdtn is ACTIVE in order to ''clear'' down the virtual circuit 
and set the rdtn to DISABLED. 


A subsequent RT command is not necessary, and the rdtn can then try for a 
connection later on. 


Station-name 
- ranges from 1 through 8 alphanumeric characters. 


"HT station-name'' applied to multipoint lines of the URP pees: network 
performs the following 
. disconnects all ACTIVE terminals attached to the station 
. excludes the station Pee ae polling list and therfore reduces the 
polling time. 


If all the stations on the line are HELD, the line is automatically HELD 
by BINS with the message : 
CCil LNnn HELD BY SYSTEM, REASON : NO STATION TO POLL 


Subnb 
- 9 decimal-digits defining the TRANSPAC subscription number for accessing 
the "remote transport-Station", of which the first left-justified digit 
must be 1. : 
"HT RSUB TRANSPAC. Innnnnnnn" disables the access to the "rts" only through 
the subscription specified. Access to the "rts" through oleee subscrip- cs 
tions or over point-to-point line(s) is not affected. 


termnl-name 
- ranges from 1 through 4 alphanumeric characters. 


"HT termnl-name'' disables the terminal and sets it to HELD. 


userid 
- ranges from 1 through 12 alphanumeric characters and uniquely identifies 
the operator currently logged on to a terminal of the URP local network. 


The command is used to "force'! the logoff of a user without "holding" the 
terminal itself. The result of not "holding"! the terminal means that a 
Sunsequent RT command is not necessary, and the "user-named'"' terminal can 
then try for a connection later on. 

The command is only valid if the user is in the process of logging on or 
has already connected. 


HT 
continued 
Examples (continued) 


3) HT command to terminate the BINS file trace. 


HT TRACE 


CC85 BINS FILE TRACE CLOSED 
CC98 HT COMMAND COMPLETED 


4) HT command to disable access through a "remote" subscription. 


S : HT RSUB TRANSPAC,. 178000200 


CC80 ACCESS TO RTS "B13 TS" DISABLED 
THROUGH RSUB TRANSPAG. 178000200 


CC98 HT COMMAND COMPLETED 
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HT 
continued 


Examples 


1) HT command executed on line LN12. 


DT LN12 


CC18 LN12 TI=140 TO=16 RA= 1 
CC30 PL=V710 V772 
CC32 OM = 7 IM=0 OE = 16 


HT LN12 


CCO3 HT COMPLETED 


DT LN12 


CC18 LN12. HELD TI=140 TO=16 


PL=V710 
re, 


2) HT command executed on station V772 of line LN12 followed by an HT command 
issued to terminal V77S of station V772. 


DT V772 

CC26 V772. ACTIVE ADD=3 
HT V772 

CCO3 HT COMPLETED 

DT V772 


| CC26 V772 HELD ADD=3 


DT V775 

CGO8 V775 IDLE ASG TO PROG 
HT V775S 

CCO3 HT COMPLETED 

DT V772 


CCO8 V775 HELD ASG TO PROG 


MTE 
continued 
Description of Parameters (continued) 


line-length (continued) 
- This parameter is meaningful only with "message blocking" and is used to 
alter 
» either the LLENGTH value as specified originally in the QUEUE command at 
network generation 
» or a subsequent "line-length" value specified in the MTE command pre- 
viously issued during the course of the current communications session. 


block-size 
- decimal value ranging from 1 through 9999 and represents the maximum num- 
ber of lines per meSsSage. The symbol * is used to denote that the current 
"block-size" is to be left unchanged. 


This parameter is meaningful only with "message blocking" and is used to 

alter 

- either the NBLOCKS vlaue as specified originally in the QUEUE command at 
network generation 

« or a subsequent "'block-size'"' value specteied in the MTE command pre- 
viously issued during the course of the current communications session. 


The length of the message transmitted is defined by the algorithm : 


Any part of a message exceeding the 'maximum message length" will be 
truncated. In order to avoid this situation occurring, the network con- 
trol operator can during the course of the current communications ses- 
Sion, dynamically alter either or both of these values of any of the 
terminal-queues as defined under "terminal-name"' ; 


This means that the "line-length'' is to be altered from 
whatever value is current to 80, while the "block-size''! 
is to remain unchanged. | 


This means that the "'block-size'' is to be altered from 
whatever value is current to 30, while the "line-length" 
is to remain unchanged. 


BLOCK 
- messages to be blocked on currently defined "line-length" and "'block-size". 
Corresponds to the BLOCKING option in the QUEUE command. 


NBLOCK 
- message blocking to be discontinued, thereby cancelling 
» either the BLOCKING option, if originally specified in the QUEUE command 
at network generation 
» or the BLOCK option in the MTE command previously issued during the 
course of the current communications session. 


MTE 


Definition 


The 'Modify Telecom Edit'' command modifies the data format in a terminal-queue, 


This command must be carefully used in respect of the data formats expected by 
the MCS application using the terminal -queue. 


Rules : The command can only be executed if the queue is not involved in a con- 
nection with a terminal. The current status of the queue is obtained by 
the "DT queue-name LONG" command, see definition under "queue-name"'. 


Format of Command 


MTE queue-name ster eee \ block-size A 


INEDT 


ope 
INORM 


NBLOCK 


eenne 


Description of Parameters 


queue-name 
~ uniquely identifies one of the following, 
- BTNS-terminal-queue used to send messages to a terminal managed by BINS, 
the name ranging from 1 through 4 alphanumeric characters 
- DSA-terminal-queue used to send messages to an application over either a 
DN7100 secondary network or a primary network connecting DSA "'remote- 
systems"! having the format <system-name>.<mailbox-name> , where 
- "system-name" ranges from 1 through 4 alphanumeric charecters end can 
be either "fsys-name"’ or 'rsys-name'"! 
- "mailbox-name'"' ranges from 1 through 8 alphanumeric characters 
- the total string, including the "'full-stop", is limited to 12 alpha- 
mumeric characters 
-. userid-queue used to send messages to the operator currently logged on 
to a terminal of the URP local network, the name ranging from 1 through 
12 alphanumeric characters. 


line-length 
- decimal value ranging from 5 through 9999 and represents the maximum num- 
ber of characters that the line will contain. The symbol * is used to de- 
note that the current 'line-length" is to be left unchanged. 
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MTF 


Definition 


The 'Maintain Telecom Frontal" command executes service functions on the DN7100, 
launches the FNPS service associated with the DN7100 and provides tuning and 
maintenance facilities over the FNPS/DN7100 interface. 


Rules : (1) The MIF command specifying ''fsys-name" : 


- The command is rejected if a command of the same function is cur- 
rently executing on the same DN7100 | 


» Functions can concurrently execute on different DN7100s, 4 of 
which are supported in the present release 


- If the DN7100 concerned is active, only the DUMP function can be 
executed on it 


» The "load'' function specified with AUTO launches the FNPS service 
associated with the DN7100. 


(2) The MTF command specifying ''fnp-name'' : 


The operands specified are for tuning and maintenance purposes. 


Format of Command 


| I <fsys-name >I ] 
subfile-name 
AUTO . ‘s fsys-name >I | 
fsys-name subfile-name 
| DUMP 


SYSGEN <fsys-name>C = Sfsys name? ¢ | : volname : develass | 
subfile-name 


fnp-name 


pale } 

NDEBUG 

je 
NTRACE 


Description of Parameters 


fsys-name 
- ranges from 1 through 4 alphanumeric characters and is the name of the 
DN7100 declared in the FSYS command at network generation. 


fnp-name 


- ranges from 1 through 8 alphanumeric characters and uniquely identifies the 
FNPS service declared in the FNP command at network generatiom 
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continued 


Description of Parameters (continued) 


IMARK 
- denotes "input mark mode" and corresponds to the IM=MK option in the 

QUEUE command whereby 

. headers are passed as marks of the format ><UO3abc 

- all hexadecimal control codes are translated into their corresponding 
mark formats 

. character encoding and "repeat"' formats are translated 

. other characters, including control codes in mark format, are passed 
without translation. 


INEDT 
- denotes "input unedited mode'' and corresponds to the IM=UN option in the 
QUEUE command whereby 
. headers are passed as marks of the format ><UO3abc 
. other characters, including control codes in mark format, character en- 
coding and "'repeat'! formats, are passed without translation. 


INORM 
-~ denotes "input normal mode'' and corresponds to the IM=NL option in the 
QUEUE command whereby 
- headers and control codes, except HT and ESC, are not passed 
» character encoding and "repeat" formats are evans laced 
» other characters, including control codes in mark format, are passed 
without translation. | 


ONEDT 
- denotes "output unedited mode" and corresponds to the OM= UN option in 
the QUEUE command whereby _ 
» the user can provide VIP-headers in the mark format ><UO3abc 
. other characters, including control codes in mark format, character en- 
coding and "'repeat'' formats, are passed without translation. 


ONORM 
- denotes "output normal mode'' and corresponds to the OM=NL option in the 

QUEUE command whereby 

. the user can provide VIP-headers in the mark format ><UO3abc 

- character encoding and "'repeat'' formats are translated 

. unreserved codes and inapplicable hexadecimal control codes are trans- 
lated into character encoding formats ><Cab 

- control codes in mark format specific to the terminal are translated 
into hexadecimal values 

» all other characters, including applicable hexadecimal control codes, 
are passed without translation. | 


MTF 
continued 


Description of Parameters : Format 2 : MIF <fnp-neme> <parameter> 


Enp-name | | 
- ranges from 1 through 8 alphanumeric characters and uniquely identifies 
the FNPS service declared in the FNP command at network generation. 


DEBUG | 
- a tuning parameter for stopping the "watch-dog" status exchanges between 
FNPS and the DN7100. 


The survey mechanism can be inihibited by zeroising both TIMER in the 
FNP command and the T3 parameter of the TS command. 


NDEBUG 
- resets DEBUG for starting up the '"watch-dog'"’ status exchanges. 


NTRACE | 
- resets the TRACE parameter for terminating the sysout ‘‘trace'' session. 
If the last "trace'' session has terminated, the SYSOUT file is closed and 
ready to be printed. . 


TRACE 
- a maintenance parameter for initiating the sysout "trace'’ session and en- 
tered at the request of the field engineering service. 


Note : The printout of the "trace'’’ session is not intended for the user. 
Its primary purpose is to serve as a maintenance tool for the 
field engineering service. 
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MTF 
continued 


Description of Parameters : Format 1 (continued) 


subfile-name 


DUMP 


used for "loading" the DN7100 software and can be named as follows, 
. either <fsys-name>I, if not specified 
- or by the user if explicitly specified, in which case, the subfile 


can bear any name and there can be as many versions of DN7100 software 


es subfiles created in previous SYSGEN runs. 


"MTF f£fsys-name AUTO' is equivalent to "MIF fsys-name'' followed by start-up 


"ST fnp-name'. 


specifies that the corresponding DN7100 memory image must be dumped onto 
<fsys-name>1l or <fsys-name>2 subfile of the GCOS resident file named 
SYS. FPDUMP. 


The subfile may be edited using the GCOS utility DSADUMP, see Network Ad- 


ministration Utilities. 


SYSGEN [ . subfile-name [ : volume-name : device-class | | 


specifies that the DN7100 system generation is to be started. 


To start this generation, the following files must be available to GCOS 


» SYS. FPUNCS containing the software modules of DN7100 
+ SYS. FPSGEN for the generation bootstrap | 
SYS. FPCONF containing information on the configuration | 
. SYS. FPCORE to contain the generated image of the DN7100 software. 


The GGOS console operator is notified of the "'sysgen"’ steps in execution 
and all events occurring, whether normal or abnormal, through messages 
issued by the DN7100 software. 


For system generation commands and error messages, refer to the DN7100 


System Generation Manual. 


subfile-name 
- the subfile containing the source DN7100 configuration in SYS. FPCONF. 
The user must explicitly specify the name of this subfile when gener- 
ating from a subfile other than <fsys-name>C. 


volume-name : device-class 


- whereas the SYS. FPCONF and SYS. FPCORE files must be resident, the 
files SYS. FPUNCS and SYS. FPSGEN may be non-resident. 


If SYS. FPUNCS and SYS. FPSGEN are non-resident, the '"'volume-name'' and 
the "device-class'' of the non-resident volume containing these two 
files must be specified. 


The corresponding volume must be premounted before the command to 
SYSGEN is issued. 


"Volume-name'' ranges from 1 through 6 alphanumeric characters. 
"Device-class" defines the type of disk drive of the format MS/Mxxx. 


MTL 
continued 


Description of Parameters (continued) 


input -timeout 
- TLT tuning parameter which defines the "time-out" value used by the URP 
to control initialization or disconnection of the modem 
The 'time-out'' value ranges from 20 paEgesh 255 units, each unit being 
50 milliseconds. 


This parameter is used for tuning purposes when modem malfunction is de- 
tected at BTNS start-up and reported through the system message : 
CC11 LNnn CANNOT BE OPENED REASON : ENABLE CP FATLED. 


* denotes that the "input-timeout'' as specified by the CNC option TILEN 
is not to be altered. 


output-timeout | 
- TLT tuning parameter which defines the "'time-out'' value used by the URP, 
» when polling a buffered terminal 
« when timing the interval between characters input from an unbuffered 
terminal. 


Buffered terminals: | | 
The "time-out!" value augeS from O through 65535 units, each unit be- 
ing 50 milliseconds. 
O value gives a "time-out" value of 50 x 65535 milliseconds. 
For a polled line, the "time-out" condition is reported through the 
System message CC13 station-name UNAVAILABLE. 


Unbuffered terminals: 
The "time-out" value ranges from O through 255 units, each unit being 
2 seconds. | 
O value gives a "time-out'' value of 2 x 256 seconds. 
For a point-to-point line, switched or otherwise, the idle TTY termi- 
nal is disconnected automatically by BTNS. 


* denotes that the "“output-timeout'' as specified by the CNC option TOLEN 
is not to be altered, 


read: write-ratio 
- ranges from 1 through 4096 and indicates the ratio of the number of 
"read's'' to the number of "write's'' on the specified line. 


* denotes that no alteration to the system management of input and out- 
put is required. 


MIL LNO2 * * 15 A 


This command means 
by the Ist. *, that the "'input-timeout'’ remains unchanged 


by the 2nd. *, that the "output-timeout' remains unchanged 
that there will be 15 "read's"' to every ''write' on line 02 
for A, see "speed" 7 
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Definition 


The "Modify Telecom Line" command modifies the firmware parameters and software 
options of a line or makes available maintenance facilities for the line. 


Rules : (1) The MTL command specifying firmware and software options : 


To modify the parameters of the line, the line must be declared 
. either CLOSEd at network generation 
» or HELD by an "HT LNnn''’ command 


New parameters supplied by the MTL command are validated upon a 
subsequent RT command issued for the line concerned. 


The current status of the line is obtained by the "DT LNnn"! command. 


Note : The "asterisk" notation can only be used if at least one 
option, that is, the "“input-timeout'' or "output-timeout"' or 
"read:write-ratio' is specified. If all these three options 
are to be left unchanged, the asterisks must be omitted and 
only "speed" is to be indicated. 


(2) The MIL command specifying "trace" ;: 


The sysout "trace'’ session can be started for the following 
» @ither for the line | 
- or for the line "control-layer''. 


Format of Command. 


Speed 


* * ¥ 


ee | a — 
LNnn ? 


Description of Parameters 


LNnn 
- "“line-name''", where nn ranges from 1 through 99, uniquely identifies the 
communications line in the URP locel network as declared in the SRST at 


the time of installation. 


Note : This command does not apply to HDLG lines. 
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MTL 
continued 


Description of Parameters : Format 2: MTL [ tan ] arameter 


NT RACE | 
- resets the TRACE parameter for terminating the sysout "'trace'' session for 
either the specified line or the line ''control-lLlayer'', 


If the last "'trace'' session has terminated, the SYSOUT file is closed and 
ready to be printed. 


TRACE 
- a maintenance parameter for initiating the sysout "trace" session for ei- 
ther the specified line or the line "control-layer'’ and entered at the 
request of the field engineering service. 


The SYSOUT file recording the "'trace!'' session will contain appropriately 

« for 'MTL LNnn TRACE", all the information received and sent by the 
transmission control logic over the line specified 

» for "MTL TRACE", all events received and sent by the "'control-layer" 
of all the communications lines of the network, see Note 2. 


NB 1): The printout of the "trace'' session is not intended for the user. 
Its primary purpose is to Serve as a maintenance tool for the 
field engineering service. | 

NB 2): The "MTL LNnn TRACE' command is not valid for HDLC lines. In order 

to perform the "trace" in this case, the "trace'' session on the 
_ BINS _FILE TRACE must be used instead, see "ST TRACE" and 'RT TRACE" 


MTL 
continued 


Description of Parameters (continued) 


speed 
- TLT tuning parameter which defines the speed of an asynchronous line, 
i-e., TTY, TC or VIP asynchronous. 
Values range’ from A through T representing the following speeds in bits 
per second. 


600 4800 


A= 50 E = 135 I = M = 1800 Q= 

B= 75 F = 150 J = 900 N = 2000 R= 7200 
Cc = 100 G = 200 K = 1050 O = 2400 S = 9600 
D = 110 H = 300 L = 1200 P = 3600 T = 19200 


A DCC, dace communications controller, is & Sout ieured with 4 of the 20 
speeds listed. CNC checks that the value defined for the parameter is 1 
of the 4 speeds configured on the DCC which connects the line. 

The speed of a line is selected from the 4 values and is specified at 
SRST generation time by the LINE resource card in order to tailor the URP 
buffers for that line. 

The new value supplied must be compatible with the URP buffers for that 
line and overrides the value specified by the CNC option SPEED. 
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continued 


Examples (continued) 


2) This examp le shows the Sequence of operations involving an MTL command is- 
sued to change the speed of a TTY line LNii from 300 bps (H) to 110 bps (DB). 


DT LNi1 


cC18 LN11 TI=140 TO=64 RA = 1 SP =H 


Cc32 
S : HT LNil | 
CCO3 HT COMPLETED 


S 3 MTL LN11 D 


CCO3 MTL COMPLETED 
S : DT LN1I1 


CC18 LN11 HELD TI=140 TO=64 


CC32 OM=O  IM=O OF =0 IE=0 
S : RT LN11 
CCO3 RT COMPLETED 


2-38 


Examples 


MTL 
continued 


1) This example shows the sequence of operations involving an MTL command is- 
sued to modify the following parameters of the VIP line LN12: 


- input-timeout to be altered to 5 seconds : 


» output-timeout to be altered to 2 seconds: 


5 s 
50 ms 


2s 
50 ms 


cocoa 
mom 


. read:write-ratio to be set at 2 "read's' for every 


S : DT LN12 


CC18 LN1I2) TI=140 TO=16 


PL=V710 V772 


CC30 
CC32 OM = 10 IM=0 
S : HT LN12 


CCO3 HT COMPLETED 


+ MTL LN1i2 100 40 2 
CCO3 MTL COMPLETED 
S : DT LN1I2 STRONG 


CC18 LN12 HELD 


100 


40 


1 "write!" 


TI=100 TO=40 
CG30 PL=V710 V772 
CC32 OM= 10 IM=0O OE = 16 
CC15 V7i0 V771/IDLE 
CC15 V772 \V77S/IDLE V77P/IDLE 
CC15 V77K/ IDLE 
S : RT LN12 


CCO3 RT COMPLETED 


MTP 
continued 


Definition (continued) 


Rules : (3) The MIP command specifying ''rsc-name" (continued) : 


» Following the new connection request, the "exit'' route chosen is 
the first access, see note below, whose status is "enabled" and 
whose transport-module is active, as follows 
- if the access is the "exit" transport station as defined by the 
keyword TS, the transport-module is the BTNS/HDLC service which 
is made active by the "ST [ gencom-name |" command 

- if the access specified is "'fnp-name'', the transport-module is 
the FNPS service; the corresponding DN7100 is loaded and its 
FNPS service is launched by the 'MIF fsys-name AUTO" command. 


Note : At network generation, all accesses to the "remote system! 
are "'enabled''". The term "first access'' refers to the physical 
order in which the RSC commands appear in the CNC descrip- 
tion. 


Format of Command 


1 


Station-name 


[ Line] LNnn } 
Start 


| station-name,/. oe /station-name_ 


FSC fsc-name ENBL=fnp-name, LOCK= fnp-name 


1 2 


a 
 * fnp-name 


rooe={78 | 
fnp-name 


RSC rsc-name 


Description of Parameters 


LNnn 


-~ where nn ranges from 01 through 99 and uniquely identifies the line de- 
clared in the SRST at installation time. 


fsc-name 7 
- ranges from 1 through 4 alphanumeric characters and is the name of the 
"front-end session-control'' as declared in the FSC command at network 
generation. 


rsc-name 
- ranges from 1 through 4 alphanumeric characters and is the name of the 
"remote session control" as declared in the RSC command at network genera- 
tion. 
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Definition 


The ‘Modify Telecom Parameters", previously known as ‘modify telecom polling", 
retains its original function of modifying the polling list of stations but ex- 
tends its capabilities to the following functions, 

- modifies the access status of a bi~PSI DN7100 front-end processor 


» modifies the status of access to the "remote system'! according to its configu- 
ration as follows, | 


Rules 


either of the transport-station(s) if its "remote session-control" is de- 
clared over the BINS/HDLC-URP interface 


or of the transport-Service if its "'remote session-control" is declared over 
the FNPS/DN7100 interface. 


(1) The MTP command modifying polling : 


- The command applies to multipoint lines and is executable only if 
the line is HELD 


« The new polling list cannot exceed the number of stations author- 
ized in the firmware generation for the line concerned and is val- 
idated upon a subsequent ''RT [LINE] LNnn'' command 


. Up to 10 stations are allowed to be specified in a single command; 


if more than 10 stations are required, successive commands must be 
used specifying the previous last station as the "start". | 


(2) The MIP command specifying ''fsc-name'' : 


- The command is only applicable for a DN7100 connected to the DPS..7 
over 2 PSIs, each PSI being associated with its own separate FNPS 
Service whose access Status is explained in note a below 


» The command modifies the status of the access to the DN7100 by se- 
lecting 1 of the 2 FNPS services under the following provisos, ne 
- that the FNPS service currently "enabled'' is not in active dia- 

log with the DN7100 
- that the 2 FNPS services are named in the same command specify- 
ing which is to be "enabled" and which to be "locked". 


Note : a The access declared in the first FSC command encountered — 
in the CNC description is "enabled"! at network generation; B& 
that of the second FSC command is "locked!" 

b. Service functions on the DN7100 are executed through the a 
PSI whose access is "enabled'"', see MIF command oe 


ce The "ST fnp-name'' command is rejected if the FNPS service 
is already active or if its access is "locked". 


(3) The MIP command specifying "'rsc-name"' 


» The change in the status of the access to the "remote system!' does 
not affect sessions already established over the current "exit" 


route; this change is only taken into account when a new connect-. 
ion request is made to the "'remote system" 
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HDLC 


Fil 


Enp-name.,, | R1 


FNPSCCO! | 


F2 
| Enp-name, 


FNPSCCO2 


R2 
cee 


The diagram shows H the "local system'' connected to R1 the "'remote system"! 
- directly over a point-to-point HDLC line 
- and through the intermediary of Fi and F2 being the "front-end systems". 


The presence of R2 is only incidental to the explanation of the following text. 


° At the start of the communications session, the accesses to R1 are "'enabled" 
through the commands 
- "ST Lgencom-name j'' for launching BINS/HDLC for the point-to-point HDLC line 
- "MIF F1 AUTO]. subfile-name |'' for loading Fi and launching its FNPS service 
- "MIF F2 AUTO |. subfile-name ' for loading F2 and launching its FNPS service. 


© In order to "lock" the access to R1 through F2, the following command is issued 


MTP RSC R1 LOCK=FNPSCCO2 


This command does not affect the access by H to R2 through F2. It only means 
that H can no longer access R1 through F2. 


As a result of this command, new connection requests to R1 will only pass ei- 
ther through F1 or through the "exit" from H represented by H's "departure 
transport station" over the point-to-point HDLC line. 


° In order to "lock" the access to R1 through the "exit" from H, the following 
command is issued 


MTP RSC R1 LOCK=TS 


As a result of this command and the preceding command already entered, new con- 
nection requests to R1 can only pass through Fl. 


© These accesses remain "locked'' until subsequent MIP commands are issued to "en- 
able'! them, thereby "'restoring'' their access status to the start of the commu- 
nications session. | 
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Format 1 : Example of MTP command modifying polling 


"Station-name" ranges from 1 through 4 alphanumeric characters, the default 
"Sstart'' station being the first "Station'' specified in the polling list. 


This example shows the sequence of operations involving an MIP command issued 
to modify the polling list of the VIP line LN12 in the following way, 


- old polling list : stations V710 and V772 are equally polled 


» new polling list : station V710 is not to be polled, station V772 is to be 
polled twice for each time that it is selected. 


S : DT LN12 LONG 


CC18 LN12 TI=140 TO=16 RA=1 Sp=* 
CC30 PL=V710 V772 | 

CC30 OM = 9 IM=0O OE = 16 IE=0 

CC15 ‘V710 -V771/IDLE ee 

CC15 V772 \V77S/ACTIVE V77P/ACTIVE 

CC15 V77K/ ACTIVE 


S : HT LN12 | 
CCO3 HT COMPLETED 


| MIP LN12 1 V772/v772 | 


CCO3 MTP COMPLETED 
S : DT LN12 LONG 


CC1i8 LN12 HELD TI=140 TO=16 RA = 1 SPp= * 
1 Cc30 PL=V772 V772 

CCis V710 V771/IDLE 

CCc15 V772. V77S/IDLE V77P/IDLE 

cci5 V77K/ IDLE 


S : RT LNI2 
CCO3 RT COMPLETED 
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MTP 
: continued 


CNC Generation 


(Remote System accessed over bi-PSI DN7100) 


The CNC description for the network appearing on the facing page, for which 
the DN7100 generation is applicable, is 


set 


i FNP FNPSCCO1 CCO1 ; 
FNP FNPSCCO2 CCO2 ; 


FSC F SCID=65:43 ist. FSC command 


FSC F SCID=65:43 FNP=FNPSCCO2” Stide RSC command 


iste RSC command 


2nde RSC command 


Ae 


iy | ° The terms "first" and "second"! refer to the order in which the commands ap- 


pear in the CNC description. 


° The first RSC command must specify the same FNPS service as that specified 
for the first FSC command, in this case FNPSCCO1. 


At the start of the communications session, the FNPS service "enabled" for 
a bi-PSI DN7100 is that specified in the first FSC command, while the FNPS 
service specified in the second FSC command is "locked''. In this case, 
FNPSCCO1 is "enabled'"' while FNPSCCO2 is "locked". 


Since the first RSC command specifies the "enabled'' FNPSCCO1, access to R 
is immediately available at start-up. However, if the first RSC command had 
specified the "locked" FNPSCCO2, there would be no access to R until 
FNPSCCO2 were "enabled" through operator intervention. 


° At the start of the communications session, the start-up of a bi-PSI DN7100 
through the "MIF fsys-name AUTO [. subfile-name }" command is equivalent to 
» MTF fsys-name [ subfile- -name ], to load the DN7100 
- ST fnp-name, to launch the FNPS service specified in the first FSC com- | 
mand irrespective of the order in which the FNPS services have been de- 
clared in the FNP commands. 


In this example, "MTF F AUTO" is equivalent to 
. MTF F 
» ST FNPSCCO1. 


If, however, the command NST FNPSCCO2'' were issued at Start-up, the follow- 
ing message appears 


CCO3 ST COMMAND REJECTED : FNP aan aceon 


° The second RSC command is redundant because, even when omitted, access to R 
is available when FNPSCCO2 is "enabled". 
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continued 


Example of Console Dialog 
MTP RSC Command 


(See Facing Page) 


S :; DT RSC R1 LONG 
CC88 R1 SYSTEM: R1 
CC88 Ri ACCESS : FNPSCCO1 ENABLED 
CC88 R1 ACCESS : FNPSCCO2 ENABLED 
CC88 Ri ACCESS : TS ENA BLED 
S : DT RSC R2 LONG 
CC88 R2 SYSTEM : R2 
CC88 R2 ACCESS : FNPSCCO2 ENABLED 
S : MTP RSC R1 LOCK=FNPSCCO2 
CC90 R1 ACCESS THRU FNPSCCO2 LOCKED 


S : DT RSC R2 LONG 


CC88 R2 SYSTEM : R2 
CC88 R2 ACCESS : FNPSCCO2 ENABLED 


S : DT RSC R1 LONG 
CC88 R1 SYSTEM: Ri 
CC88 Ri ACCESS : FNPSCCO1 ENABLED 
CC88 R1 ACCESS : FNPSCCO2 LOCKED 
CG88 R1 ACCESS : TS ENABLED 


S : MTP RSC Ri LOCK=TS 
CC90 R1 ACCESS THRU TS LOCKED 


S : DT RSC R1 LONG : 
CC88 R1 SYSTEM: RI | : 
CC88 R1 ACCESS : FNPSCCO1 ENABLED : 
CC88 Ri ACCESS : FNPSCCO2 LOCKED .. 
CC88 R1 ACCESS : TS LOCKED * 

S : MTP RSC R1 ENBL=TS 


CC90 R1 ACCESS THRU TS ENABLED 


S : MTP RSC R1 ENBL= FNPSCCO2 
CC90 Ri ACCESS THRU FNPSCCO2 ENABLED 


S : DT RSC Ri LONG 


CC88 R1 SYSTEM: Rl 

CC88 R1 ACCESS : FNPSCCO1 ENABLED 

CC88 R1 ACCESS : FNPSCCO2 ENABLED ; 
CC88 R1 ACCESS : TS ENABLED 
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continued 
Gq Changing the Access over a bi-PSTI DN7100 


This operation involves the intervention of both console operators at the DPS 7 
and at the DN7100. 


oy DPS 7 : seen by the DN7100 as "node"! H 

cz Terminate the "'enabled'' FNPS service 
TT FNPSCCO1 

° Modify the access status of the bi-PSI DN7100 
MTP FSC F LOCK=FNPSCCO1l ENBL=FNPSCCO2 


This operation is equivalent to the CNC generation : 
FNP FNPSCCO2 CCO2 ; 
FSC F SCID=65:43 FNP=FNPSCCO2 ; 
RSC R SCID=87:65 FNP=FNPSCCO2; 


zg DN7100 : seen by the DPS 7 as "Esystem" F 

© Lock the access to "node'' H through the current transport-station, TSO1 
UP ND H -STLOCK ~~ 

° Reconfigure the "back-up" transport-Station 
MP ND H -MOD 


9 TSO2 to provide the new access 


ua © Enable the access to "node" H through TSO2 
(|) UP ND H -STENBL 


This operation is equivalent to the DN7100 generation : 
ND H RMT -TS TSO2  -ADDR 01:23 
| "scid'' of LSG (session-control of DPS 7) 


"back-up" transport-station, now reconfigured as the 
active transport-Station 


name of LSYS (DPS 7 host) 
TS TSO2 L64 ~~ -CT TSO2 -RCH 8 
CT  TSO2 PSI -~PHAD X'0800'! -MXCH 16 


"physical address" of CCO2 over which the active 
transport-station is to be "enabled" 


SS 


DPS 7 : The above operations at the DPS 7 and the DN7100 must now be completed. 


° Start up the communications session over the "tenabled'' FNPS service 


ST FNPSCCO2 (access to R will automatically pass from FNPSCCO1 to FNPSCCO2) 
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continued 


DN7100 Network Generation 


(Bi-PSI Connection to DPS 7 Host) 


fnp-name2 
FNPSCCO2 


fnp-name 1 
FNPSCCO1 


TSO2 
‘transport-stn 


2 


TSO1 
transport-stn 


° ND 4H. RMT - -TS TSO1 -ADDR 01:23 #£-BKTS TSO2 
| "back-up"! transport-Sstation, 
"scid'' of LSC 

transport-Station 

name of LSYS 

°-TS TSO] L64 -CT TSO1 -RCH 8 
° CT TSO1 = PSI -PHAD X'1000' -MXCH 16 

Lecipemdnare "physical address"' of CCO1 known to DN7100 
°TS TSO2 L64 -CT TSO2 -RCHS ~ 
° CT TSO2 PSI  ~-PHAD X'0800' -MXCH 16 

hardware "physical address"! of CCO2 known to DN7100 


1 


(The above DN7100 generation commands represent the link towards "host" H) 


MTT | | 


Definition 


The 'Modify Telecom Terminal" command allows 


» modification of a terminal assignment on the URP local network as origi- 
nally defined by the ASSIGN parameter of the TERMNL command at network 
generation 


« defining an alternate terminal for the terminal in question 


Rules : The MIT command is accepted only if the terminal(s) defined by 
<terminal-name-1> and <terminal-name-2> are in IDLE or HELD states. 


The command with the NALTER option is accepted only if the alternate 
terminal, terminal-name-1, defined by a previous MTT command is in ei- 
ther IDLE or HELD. 


The 'MTT <terminal-name-1> Cprogram-name>'' command is allowed only 
if the corresponding VCAM subsystem, otherwise known as communications 
service, has been declared through the DCTAP command at network gener- 
ation. 


Format of Command 


program-name 


program-queue-name 


MTT terminal-name-l / terminal-name-?2 
| NALTER 
NASGN 


Description of Parameters 


terminal-name 
- ranges from 1 through 4 alphanumeric characters and uniquely defines the 
terminal in the URP local network. 


MIT <terminal-name-1> <terminal-name-2> 
« defines terminal-2 as the alternate of terminal-1 until a subsequent 
"MTT <terminal-name-1> NALTER' is executed, 


program-name 
- ranges from 1 through 8 alphanumeric characters and uniquely identifies 
the VCAM subsystem, such as TDS and IOF, declared through the DCTAP com- 

mand at network generation. 
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continued 


Example of Console Dialog 
Changing Access to Remote System 


over bi-PSI DN7100 


S : DT FSC F LONG 


| DPS 7 
CC88 F SYSTEM : F 


CC88 F ACCESS : FNPSCCO1 ENABLED 

CC88 F ACCESS : FNPSCCO2 LOCKED 
| S : TT FNPSCCO1 

CG20 FNPSCCO1 TERMINATED 


S : MTP FSC F LOCK=FNPSCCO1 ENBL=FNSPCCO2 


CC90 F ACCESS THRU FNPSCCO1 LOCKED 
CC90 F ACCESS THRU FNPSCCO2 ENABLED 


| DN7100 | 
| 2?2UP ND H -ST LOCK 


NODE = H TIME = 2 17:45: 7: 1983: 10:7 ND-CTL | | 
 ND:H ST=ENBL=<e— "enbl'' is the preceding state of "node'! H which 
| is now "lock" as specified in the command 


| 2? MP ND H -MOD 
NODE=H TIME=:17:45:22:1983:10:7 ND-CTL 
ND:H OLD=TS:TSO1 NEW=TS:TSO2 
the "back-up!" transport-station, now replaces 
transport-station, (old) 


os 


2? UP ND H -ST ENBL 


NODE=H TIME=:17:45:42:1983:10:7 ND-CTL 
ND:H ST=LOCK=—e— "lock" is the preceding state of "node" H which 
is now “enbl'' as specified in the command 


S +: ST FNPSCCO2 o 


GC46 FNPSCCO2 STARTED 


S : DT RSC R LONG 


CC88 R SYSTEM: R 
CC88 R ACCESS : FNPSCCO2 ENABLED 
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RT 


Definition 


The "Release Telecom'' command releases the network object from its HELD state, 
enables "remote systems" to log on to the "local system", and provides tuning 
and maintenance facilities over the BTNS/HDLC-URP interface. 


Rules : (1) 


(2) 


(3) 


The RI command specifying the network object : 


- The network objects can optionally be preceded by their "category" 
which is the name of their respective CNC command; the ''category"! 
RSUB is mandatory. 


» The command only releases the network object concerned which was 
either HELD by the HT command, see note a below, or CLOSEd at net- 
work generation; all lower-level objects are therefore "released" 
if not HELD or CLOSEd. 


Note : a "userid" and "rdtn'' are the 2 network objects which can be 
HELD by the HT command but which cannot be "released" 


b. The command can also be used to resume activity to an "au- 
tomatic" terminal disconnected by the BINS terminal mana- 
ger due to a line failure. 


The RT command enabling the DSALOG eS : 


The RT DSALOG command enables the DSA 708 function on the local" 
system 


If an HT DSALOG command has been performed since the execution of 
the last network configuration, the DSA log function remains Vaiss 
abled", 


Irrespective of the communications session, if the DSA log function 
is then required, an RT DSALOG command must be issued. 


The startup or termination of the communications session, has no 
effect on the state of the DSA log function. 


Note : In the case of the secondary network objects, the termination 


then subsequent startup of BINS sets these objects in their 
initial state as they were after the execution of CNC, 


The RT command for tuning and maintenance :; 


The file BINS FILE TRACE is opened to record complementary informa- 
tion on the primary network connected over the URP. 
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continued 


Description of Parameters (continued) 


program-name (continued) 
MTT <terminal-name-1> <program-name> 
. dedicates the terminal exclusively to the VCAM subsystem until a sub- 
sequent "MTT <terminal-name-1> NASGN'' command is executed. 


program-queue-name 
- ranges from 1 through 8 alphanumeric characters and uniquely identifies 
the program-queue used by MCS applications to receive messages. 


MIT <terminal-name-1> <program-queue-name> 
» dedicates the terminal exclusively to the program-queue, iee., to the 
MCS application, until a subsequent "MTT <terminal-name-1> NASGN" 
command is executed. ; 


NALTER 
- denotes "negate alternate" and returns the terminal to its original state 
after an "alternate" terminal has been defined previously in its place. 
MTT <terminal-name-1> NALTER 
- restores terminal-1 to its original state, after another terminal, 
terminal-2, has been defined as the "alternate" terminal in its place 
by a previous "MIT <terminal-name-1> <terminal-name-2>" command. 


NASGN 
- denotes "negate assign" and returns a terminal to a "general-purpose"! 
State after having been previously dedicated to either a VCAM subsystem 
or MCS application 
e either through the CNC option ASSIGN of the TERMNL command at network 
generation 
e or through the respective MIT command. 


MIT <terminal-name> NASGN 
- overrides the ASSIGN network generation option, if declared 
« restores the terminal to its original state after one of the previ- 
ously executed commands 
- MTT <terminal-name-1> <program-name> 
~ MIT <terminal-name-1> <program-queue-name> 
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continued 
Description of Parameters (continued) 


program-queue-name (continued) 
~ "RT program-queue-name'"! 
. enables the program-queue by accepting logon requests to the queue 
» and, resets the HELD state of the queue. 


station-name 
- ranges from 1 through 8 alphanumeric characters. 


"RT station-name'' applied to the VIP line procedure of the URP local net- 
work 

- resumes polling of the station 

» allows terminals attached to the station to resume activity. 


Subnb | 
-~ 9 decimal-digits defining the TRANSPAC subscription number for accessing 
the "remote transport-station", of which the first left-justified digit 
must be i. 


"RT RSUB TRANSPAC. Innnnnnnn'' enables the access to the "rts'' through the 
subscription specified. The virtual circuit is established to the "remote- 
system' over the network-route. 


terminal-name 
- ranges from 1 through 4 alphanumeric characters. 


"RT terminal-name'’ applied to a terminal in the URP local network, resumes 

BINS activity according to its function determined at network generation, 

. if the terminal is "general-purpose'’ or ASSIGNed, it is once again au- 
thorized to start a logon Sequence to establish connection 

. if the terminal is AUTO ASSIGNed, it will automatically be connected to 
the active VCAM subsystem, otherwise known as communications service, 
or MCS application 

- if the terminal is AUTO and not ASSIGNed, it will be logged onto the 
terminal-manager. 


DSALOG 
- specifies the DPS 7 system's capability to receive incoming administrative 
sessions from the NADs of DSA systems on the $LOGFILE mailbox. 


"RT DSALOG'" starts DSA logging and activates the NASF job to record events 
on the SYS.DSALOGi UFAS resident files and/or, for compatibility purposes, 
on either the JRNL1 or JRNL2 subfiles of the GCOS resident file SYS.FPJRNL. 
The logfile may be edited using the GCOS utility DSALOG, see Network Ad- 


ministrative Supplement. 


INJ 
- specifies the "injector' facility which operates in "debug" mode to vali- 


date the link between 2 transport-stations. 


"RT INJ" activates the "injector" facility. 


For the use of the "injector'' facility, see Appendix D. 
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continued 


Format of Command 


[ cLuSTER ] cluster-name 

[ LINE] LNnn 

[ QUEUE ] program-queue-name 

RSUB TRANSPAC.<subnb> E 
[ sTATN ] Station-name | 

[ TERMNL | terminal-name 


DSALOG 


INJ 


} ENCRM 0 
Bee | { X25L3 | 

/ Puy [ HDLC ] LEVELnnn 
TRPT 
TRM 


Description of Parameters 


cluster-name 
- ranges from 1 through 4 alphanumeric characters and uniquely identifies a 
set of stations connected over a polled line of the URP lcoal network. 


"RT cluster-name'' resumes polling on all the stations attached to the same 
controller. 


LNnn | 
- "line-name'", where nn ranges from O01 through 99, uniquely identifies the 
communications line in the secondary or primary networks as declared in 
the SRST at the time of installation. 


"RT LNnn'' resumes BINS activity according to the following cases, 

» if the line is multipoint, polling is resumed 

» if the line is point-to-point, data transmission can resume 

- if the line is switched, dial-up is again accepted 

- if the line is non-switched, available AUTO ASSIGNed terminals are re- 
connected to the communications Service, otherwise known as VCAM sub- 
system, or to the MCS application. | 


program-queue-name 


- ranges from 1 through 8 alphanumeric characters and uniquely identifies 
the "program-queue'' used by MCS applications to receive messages. 
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continued 


Examples 


1) RT command executed on line LN12 followed by an RT command issued to the 
Station V772 of line LN12. 


DT LN12 


CC18 LN12 HELD TI=140 TO=16 
CC30 PL=V710 V772 
CC32 OM =6 IM=0O OE= 16 


RT LN12 
CCO3 RT COMPLETED 
DT LN12 


cC18 LN12) TI=140 TO=16 


CC30 PL=V710 v772 
cc32. 2S OM=60—sdIM= 
DT V772 

CC26 V772. HELD ADD=3 
RT V772 

CCO3 RT COMPLETED 

DT V772 


CC26 V772 ACTIVE ADD=3 


2) RT command executed on program-queue TQCI 


: DT TQCI 
QC39 TQCI HELD 1 MSG 96% OF FREE SPACE 
RT TQCI 
CCO3 RT COMPLETED 
DT TQCI 


QC39 TQCI i MSG 96% OF FREE SPACE 
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continued 


Description of Parameters (continued) 


TRACE } 
- a maintenance parameter concerning the BINS FILE TRACE. 


This facility is used at the request of the field engineering Service, its 
primary purpose is to serve 2S a maintenance tool. 


"RT TRACE" opens the BINS FILE TRACE and starts the "trace'' session. 


The "trace'' session, however, can be selectively started by specifying the 
"domain" and its associated "subdomain". Further selection within the ''do- 
main'' and its "subdomain" can be made by the use of various "levels". 


The "level", the maximum of which is the default 255, applies to 
. NET, for the 'network'' domain which has 2 subdomains 
- ENCRM, for "network control and resource management'! 
- X25L3, for "X25 Level 3!" | 
- PHY, for the "physical link" which has 1 subdomain 
- HDLC, for "high-level data link control"! 
- TRM, for the "terminal-manager"' which has no subdomain 
« TRPT, for the "'transport-Station" which has no subdomain. 


URT TRACE domain [ subdomain ] [teve1 ]" starts the "trace' for the "domain" @ 
and ''subdomain'' specified for that particular "level". The same command 
with a different "level" can be entered subsequently. 


For further information, see Appendix E. 
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Definition 


The "Start Telecom'' command starts the communications session over 
» the URP local network (BINS) and the BTNS/HDLC primary network (TNS) 
- and, the FNPS/DN7100 primary network. 


Having launched the appropriate service job, the command is then used to start 
~QMON for executing MCS applications. | 


The ST command also provides for maintenance facilities for the message manage- 
ment component, namely, BINS, FNPS and VCAM. | 


Format of Command 
a ee ee ee ee 


fnp-name 


[ gencom- name ] [ TRACE | | 


QMON 


TRCT 


Description of Parameters 


fnp-name | 
- ranges from 1 through 8 alphanumeric characters and uniquely identifies 
the FNPS service declared in the FNP command at network generation. 


"ST fnp-name"! 
» launches the FNPS service job 
Note : Up to 4 FNPS service jobs can be started and executing simul- 
taneously. | 
» enables dialog with the corresponding DN7100. 


If the DN7100 has not been loaded, the following message will appear: 
CC14 UNABLE TO ACCESS fnp-name TIME-OUT RC=FNPS, TIMEOUT. 
The network control operator must then perform the following, 

- enter "TT fnp-name'' to terminate the FNPS service job 

- enter 'MTF fsys-name [ subfile-name ]" to load the DN7100 

» enter "ST fnp-name'' to restart the FNPS service job. 


gencom-name , 
- ranges from 1 through 4 alphanumeric characters and uniquely identifies 
a version of the network generation "ST gencom-name'' is the same as ST, 
and starts up the BINS service. 


"ST TRACE" is equivalent to "ST gencom-name TRACE", which in addition to 
the functions performed by ''ST [ gencom-name ]", activates the "global" 
trace of BINS and TNS on the BINS FILE TRACE. 
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Examples (continued) 


3) RT command to start the BINS file trace. 


RT TRACE NET 


CC85 BINS FILE TRACE OPENED 
CC98 RT COMMAND COMPLETED 


DT TRACE LONG 


CC86 BINS FILE TRACE IN PROGRESS 
DOMAIN: NET SUBDOMAIN: ENCRM 
DOMAIN: NET SUBDOMAIN: X251L3 

CC98 DT COMMAND COMPLETED 


RT TRACE NET LEVELO1 ~ 
CC98 RT COMMAND COMPLETED 
DT TRACE LONG 


CC86 BINS FILE TRACE IN PROGRESS 
DOMAIN: NET = SUBDOMAIN; ENCRM 
DOMAIN: NET SUBDOMAIN: X25L3 


cc98 DT COMMAND COMPLETED 
RT TRACE TRM LEVELO2 
CC98 RT COMMAND COMPLETED 


‘DT TRACE LONG 
CC86 BINS FILE TRACE IN PROGRESS 


DOMAIN: NET SUBDOMAIN: ENCRM 
DOMAIN: NET SUBDOMAIN: X25L3 
DOMAIN: TRM SUBDOMAIN : 


CC98 DT COMMAND COMPLETED 

RT TRACE LEVELOO4 

CC98 RT COMMAND COMPLETED 

DT TRACE LONG 

CC86 BINS FILE TRACE IN PROGRESS 


DOMAIN: PHY SUBDOMAIN: HDLC 
DOMAIN: NET SUBDOMAIN: ENCRM 
DOMAIN: NET SUBDOMAIN: X25L3 
DOMAIN: TRPT SUBDOMAIN : 
DOMAIN: TRM SUBDOMAIN : 


CC98 DT COMMAND COMPLETED 
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LEVEL : 
LEVEL : 


LEVEL : 
LEVEL : 


LEVEL : 
LEVEL : 
LEVEL : 


LEVEL : 
LEVEL : 
LEVEL : 
LEVEL : 
LEVEL : 


255 
255 


001 
001 


O01 
001 
002 


004 
004 
004 
004 
004 


RT 
continued 


aoe 


TT 


Definition 


"Terminate Telecom'' command terminates the communications session over 


- the URP local network (BTNS) and the BTNS/HDLC primary network (TNS) 


and, the FNPS/DN7100 primary network. 


The STRONG option is used to effect a fast shutdown. If the STRONG option is 


not 


specified, the only action is to notify applications of the ''shutdown" re- 


quest while rejecting new connection requests. 


Format 


TT 


of Command 


fnp-name [ STRONG ] 
[ gencom-name [ STRONG | ] 
QMON 


TRCT 


Description of Parameters 


fnp-name 


ranges from 1 through 8 alphanumeric characters and uniquely identifies 
the FNPS service declared in the FNP command at network generation. 


If any MCS applications are executing over the specific FNPS/DN7100 pri- 
mary network, QMON must first be terminated before "IT fnp-name [ stRoNG |" 
is issued. 


-gencom-name 


ranges from 1 through 4 alphanumeric characters and uniquely identifies 
a version of the network generation. ''TT gencom-name'' is the same as TT, 
and terminates the BTNS service. 


If eny MCS applications are executing over the networks operating on BTNS, 
QMON must first be terminated before "'TT [ gencom-name [ STRONG | " is is- 


— sued. 
QMON | 
- QMON operates with MAM to provide the MCS interface for MCS applications. 
NTT QMON" is issued only after all MCS applications have shut down. 
STRONG 


causes a mandatory shutdown whereby all active connections are disconnect- 
ed without any notification. 
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ST 


continued 
Description of Parameters (continued) 
QMON 
- QMON operates with MAM to provide the MCS interface for MCS applications. 
"ST QMON'" is used with either "ST [ gencom- name |" or "ST Enp~- -name'’ in or- 
der to execute MCS applications. 
TRACE 


- a maintenance parameter concerning the BINS FILE TRACE, see "'gencom-name"'. 


This facility is used at the request of the field engineering service, its 
primary purpose is to serve as a maintenance tool. 


Once BINS has started, "ST [ gencom-neme | TRACE" must not be issued, in- 
stead, "RT TRACE" must be used. "RT TRACE' activates either the "global" 
trace or 'selective'' traces on the "domain", "subdomain" and "level" 


For further information, see Appendix E. 
TRCT 
- a maintenance parameter concerning the VCAM FILE TRACE. . 
This facility is used at the request of the field engineering service, its 
primary purpose is to serve as a maintenance tcol. 
"ST TRCT! opens the VCAM _FILE_ TRACE and Starts the "trace" session. 


To terminate the "trace" session and to print out the contents of the file fe 
see the "TT TRCT' command. 
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TT 
continued 


Examples 


1) Sequence of messages displayed after a TT command has been issued to the 
URP (local) network named DCCi which declares only one line LN12. 


TT STRONG 
CCO3 TT COMPLETED 


CCiil LN12 HELD BY SYSTEM, REASON : SHUTDOWN 
CG20 DCC1 TERMINATED 


When all lines are deactivated, the network control operator is notified 
that shutdown has been completed. 


2) Sequence of messages displayed after a TT command has been issued to the 
DSA network named DN7100-1. 


TT DN7100-1 STRONG 


CCO3 TT COMPLETED 
CC20 DN7100-1 TERMINATED 
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TT 
| continued 
Description of Parameters (continued) 


TRCT 
- a maintenance parameter concerning the VCAM FILE TRACE. 


"TT TRCT'' terminates the "'trace'! session and closes the VCAM FILE TRACE 
which can then be printed out using FILMAINT of the following format : 


FILMAINT INFILE=VCAM FILE TRACE, 
COMMAND = ' DUMP REC ADDR=* FORMAT =BOTH ; '! ; 
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hhemm LNnn ACTIVATED 


cause : a Switched line has been activated following a successful dial-up con- 
nection. : 


hh.mm LNnn DEACTIVATED 


cause : a switched line has been deactivated 
- either at the request of the terminal operator to be disconnected 
- or because a time-out has occurred. 


hh.mm terminal-name DISCONNECTED BY SYSTEM : reason 


cause : the BINS terminal manager has disconnected the terminal as indicated 
by the "reason! ; 


If the "reason"! is LOGON FAILED, 
+ an automatic terminal cannot be reconnected 
» logon should be retried for all other types of terminals and for 
any other "reason", | 


hh. mm message-text 


{ terminal-name 
MAIN 


cause : a switching-mode message under BINS issued by 
- either the terminal named in the message 
+ or the system console, if MAIN. 


fnp-name 


hh. mm { 
gencom-name 


; STARTED 


cause : successful startup of either FNPS or BINS, respectively. 


ed { fnp-name 


TERMINATED 
gencom-name 


cause : normal shutdown of either FNPS or BINS, respectively. 


TT WAITS HDLC TIMER 


cause : normal "shutdown'' has been requested at the time that an RT is being 
executed on an HDLC line: the "timer't is set running in the meanwhile 


action: if after a lapse of up to 3 minutes, the TT command entered as no ef- 
fect, enter the ''TT STRONG'' command. 


SECTION III 


MESSAGES 


Messages issued to the network control terminal can be 
- either network control messages which appear under the following conditions, 
- aS a result of commands entered by the operator 
- aS requests to the operator for actions required 


or messages which are automatically redirected to the network control termi- 
nal, but which are intended by BINS secondary network controller for termi- 
nals which have no output capability or which are not interactive. 


References for the following types of mesSages are, 
. for terminal messages redirected to the network control terminal, see Termi- 


nal eUPenet tone Manual 


° for messages generated by DN7100 software and output to the main console, 


see DN7100 System Operation Manual. 


Messages are classified according to their type which determines . the geeree | of 
operator ‘intervention, namely, 


information, which is an acknowledgement that the command has been executed 


» normal operation, which is a request to the operator for a specific action 
required to be done to continue operating the communications session 


« error, which can be one of either, 


- an exception condition for which operator intervention is necessary and 
which is considered "'recoverable" 


- a system error, affecting either the hardware or software, for which a 
call to the field engineering service is necessary and which is consi- 
dered "unrecoverable". 


The categories of messages appearing in the order documented, are 


time-prefixed meee cs which are "information'' and which require no opera- 
tor action 


- key-prefixed messages, the keys being CCn and QCnn, where nn represents a 
2-digit decimal number. 


Where the "return-code'' is not treated in the text cof the message, refer to the 


Error Messages and Return Codes Pocket Guide. 


3-01 


CCO3 command-name text 


© RETRY LATER 


cause : a previous command which has not completed is still active on the 
component referenced by the current command. 

action: . wait for the previous command to terminate 
« reissue the command. 
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CCO3 


command-name text 


type : information 
syntax : . ''command-name'’ defines the command to which the reply given in 
"text" is related. 
The only command specifically named is MIF, due to the modifi- 
cation in the parameters. 
e "'text'' gives information about the execution of the command. 


COMPLETED 
cause : the command has been correctly executed. 
action: none 


INVALID NAME string 

cause : ''string'' defines a component not known to the communications sys- 
tem. 

action: » check the "name'’ using the DT command 
« reisssue the command. 


INVALID STATUS string 

cause : "'string'’' defines the state of the component to which the command 
was issued, that prevented the execution of the command. 
For example, an MIT command issued to a terminal that was neither 
in HELD or IDLE. 

action: . set the component in the appropriate state 
e reissue the command. 


INVALID TYPE string 

cause : "string'' references the component which is known to the communi- 
cations System but for which the command issued has no meaning. 
For example, an HT command issued to a DN7100. 

action: . check the "neme'' in the command references the right component 
« reissue the command, if appropriate for the component. 


INVALID VALUE string 
cause : "'string'' gives the value of the parameter that has exceeded the 
range allowed. 
action: e check the value to be entered in the command specification 
« reissue the command. 


MTF NOT ALLOWED (USE FSYS NAME) 
cause : the command is syntactically correct but does not apply to the 
DN7100. 
action: reissue the command "MIF fsys-name [ option ]". 
Also see the following "NOT ALLOWED". 


NOT ALLOWED 
cause : the command is syntactically valid but is in contradication 
» either with the GCOS catalog definition at_network generation, 
for example, 'MIF fsys-name [ subfile-name ]" issued from a host 
declared with NLOAD in its FNP command 
- or with the authorized order of command entry, for example, 
"MTF <fnp-name><parameter>"' is authorized only after the FNPS 
workstation has been launched with "ST fnp-name". 
action: . check the options declared for the component in question © 
. cancel the command or issue the correct sequence of commands. 
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CCo08 


CONNECTED f asc TO) { program-name } 
{ WITH program-queue-name 
DISABLED 
terminal-name DISCONNECTS 
“i HELD 
IDLE 
LOGGED | LOGGING 
WAITS TIMER | 
doedolk kick OF _ fy _fY 
USERID = { userid S Ec: 4 terminal -nane | IN= { } ou= {zt 
type : information 
Syntax : . "terminal- ~name,"" eeeiare the terminal to which the information 


pertains 
the operational state of the terminal is one of the following 


- CONNECTED denotes that the terminal is currently logged on, as 
follows, 
- ASG TO meaning that the terminal is dedicated 
- aS a result of either ASSIGN being specified in the TERMNL 
command at network generation, or an MIT network control 
command being issued to the terminal 
- to either a VCAM subsystem as denoted by "program-name'' or 
to an MCS application as denoted by "program-queue-name"! 
- WITH meaning that the terminal is not dedicated and can 
therefore log on to any VCAM subsystem or MCS application. 


- DISABLED denotes that no virtual circuit has been established 
to the "rdtn"', the remote terminal 


- DISCONNECTS denotes that the terminal is in the transient 
"disconnection" phase 


- HELD denotes that the terminal is logically "'closed"' to the 
network 
- either as the result of CLOSE being specified for the termi- 
nal or for any of its higher objects 
» or aS a consequence of the HT network control command being 
issued to the terminal or to one of its higher objects 


- IDLE denotes that the terminal is Nenabled™ and eligible for 
logon to an application 


- LOGGED denotes that the terminal is connected to the BTNS ter- 
minal manager and is waiting for a connection request from an 
application 


- LOGGING denotes that the terminal is in the transient "logging" 
phase between IDLE and LOGGED: if "program-name'"' or '"'program- 
queue-name'’ appears, BINS is waiting for a VCAM subsystem or 
QMON connection "accept" 


-~ WAITS TIMER denotes that a VIP printer is waiting for the timer 
associated with its print mechanism 
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CCO7 f program-name ! | { DYN — — - 
| program-queue-name MB 4 orar On CNCT: nl/n2 WAITING m1 / me 


type : information 
Syntax : . ‘''program-name'' is the version of a VCAM subsystem 


- "program-queue-name'' is the name of the program-queue used by 
MCS application(s). 


- MB denotes mailbox 


» DYN denotes a ''dynamic'' mailbox, that is, a mailbox used by a 
VCAM subsystem like RBF and not declared by a DCTAP command at 
network generation. 


« STAT denotes a "'Static'' mailbox, that is, one that has been 
declared by a DCTAP command at network generation. 


- IDLE denotes that the VCAM subsystem either has deactivated 
its mailbox or is not present in the system, 


- ON denotes that the mailbox is active. 


« CNCT denotes the number of connections as follows, 
- ni = the number of users currently logged on to the mail- 
box | 
- n2 = the maximum number of users allowed to log on to the 
mailbox. 
. WAITING denotes the number of users in the waiting state as 
follows, 
- ml = the number of users weiting to log cn to the mailbox © 
- m2 = the maximum number of users Pee’: to be enqueued 
| for logon to the mailbox 


cause : response to either a "'DT program-name" or a "DT program-queue- 
name'' command, respectively. 


action : none 


CC 11 ACTIVATED 


Panernene poe [: reason | 


type : normal operation 


Syntax : as in text. , 
"reason"! specifies the deactivation of the switched line, for 
which the line returns to IDLE 


¢ ACTIVATED 
cause : a switched line has been activated subsequent to a successful 
dial-up. 
acticn: none 


* DEACTIVATED 
cause : a switched line has been disconnected by the terminal operator. 
action: none 


* DEACTIVATED : LINK DISCONNECTED 

cause : a switched line has been disconnected due to 
- timeout occurring when establishing the link 
-~ the modem on the terminal end or the terminal itself not be- 
ing powered up. 

action: . check the TOLEN parameter value in the LINE command is adequa- 
te for establishing connection 

« if not, use the MTL network control command to modify the val- 

ue 


® DEACTIVATED : TIME-OUT 
cause : a switched line, not specified with the NDISCNT option in the 
LINE command at network generation, has been disconnected since 
no data transfer has taken place for the period of time specifi- 
ed by the TILEN parameter value of the same command for the line. 
action: to resume transmission, enter the "'RT LNnn" commend to ectivate 
the line. 


CCOS (continued) 
syntax : « USERID provides the user identification keyed in by the terminal 
operator during logon with the following functions indicated 


- ALT OF terminal-name, means that terminal, is currently the al- 
ternate of terminal. which was previously defined by an MIT 
network control command issued to the terminal 


- ALT ON terminal-name. means that terminal, has an alternate 
which is terminal which was previously defined by an MTT net- 
work control command issued to the terminal 


- IN=Y specifies that the terminal has input capability 


- QOU+Y specified that the terminal has output capability 


cause : response to a "DT terminal-name'' command with or without LONG spe- 
cified | 


action : none 


cc11 CANNOT BE OPENED 


HELD BY SYSTEM , een 


line-name ‘ 


* CKIO FAILED (SC ISSUED LTLT OR LPL) 
cause : System software or network configuration error 
action : . check the CNC description against the SRST values 
« correct the CNC generation if there are any errors 
« .relaunch the communications session 
- if the error presists, dump the URP memory using the "SJ LURC'"! 
command, and call the field engineering service. 


SDS 
Py ( 
CKIO FAILED (¢ { ant ) 


cause : most probably a software error 
action : . issue the "RT LNnn'"' command 
- if the error persists, call the field engineering service. 


: DISABLE 
ENABLE | 
cause : most probably a wrong value specified for TOLEN in the LINE com- 
mand at network generation 
action : check the TOLEN value is adequate for the modem 
| a) if the value is inadequate, increase its value using the MTL 
command 
b) if the value is edequate and the error persists, call the 
field engineering service. | 


CP FAILED 


: { DISABLE 
ENABLE 
cause : most probably an intermittent hardware fault 
action : . check the state of the physical link and modems 
- issue the "RT LNnn"' command 
- if the fault persists, call the field engineering service. 


\ RING CP FAILED 


¢ HARDWARE FAILURE (PSB1) 
cause : hardware fault on the peripheral subsystem 
action : . check the state of the subsystem 
- issue the "RT LNnn'! command | 
. if the fault persists, call the field engineering service. 


®* LINE TURNED TO OFFSTATE 
cause : hardware fault over the line 
action : . check the state of the physical link and modems 
- issue the "RT LNnn'' command. 


PARAMETER LIST 
STATION POLLING LIST 
* LOAD 4 SUBBLOCK DESCRIPTOR CP FAILED 
TCT 
TLT 
cause : system software or network configuration error 
action : . check the CNC description against the SRST values 
- correct the CNC generation if there are any errors 
- relaunch the communications session 
» if the error persists, dump the URP memory using the "SJ LURG" 
command, and call the field engineering service. 
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CC11 


CANNOT BE OPENED 


HELD BY SYSTEM ot, 


line -name 


type : normal operation or error (see individual case) 


Syntax : "'reason'' specifies the cause for 
« CANNOT BE OPENED : the rejection of an "open"! line either at 
Startup or on receipt of an RT command 
» HELD BY SYSTEM : the closure of the line by BTNS 


HDLC LINK | 
ACTIVATE { STATION ERROR i 
cause : hardware fault over the HDLC link 


action : 1) . check the state of the physical link and modem 
» issue the "RT line-name'' command 
2) check the LSUB parameters 
a) if the LSUB parameters are not consistent with the func- 
tional capability of the line, correct the CNC generation 
b) if the LSUB parameters are correct, call the field engin- 
eering service. 


ACTIVATE LINK ERROR 

cause : hardware fault over the BSC link 

action : . check the state of the physical link and modem 
« issue the "RT LNnn'' command 


ADDRESS ERROR | 

cause : the value in the ADD parameter of the TERMNL command defines an 
incorrect address and therefore cannot be used by the System to 
access the terminal 


action : . correct the CNC generation 


» relaunch the communications sessione 


APPENDAGE NOT CALLED BY PIO 
cause : software error 
action : call the field engineering service. 


BAD I0C STATUS 
cause : hardware fault detected by the IOC 
action : . reissue the "RT LNnn'! ccmmand 
if the fault persists, call the field engineering service. 


CKIO FAILED (ENABLED) 
cause : most probably an intermittent hardware fault 
action: 1). check the state of the physical link and modem 
- issue the "RT LNnn' cummand 
2) check the TOLEN value in the LINE command 
a) if the TOLEN value is not sufficient, increase the value 
to correct the CNC generation 
b) if the TOLEN value is sufficient, call the field engineer- 
LNZ Se€rvicee 
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CC11 terminal-name DISCONNECTED : TRANSMIT ERROR 


type : normal operation 
Syntax : as in text 
cause : an anomaly has occurred when transmitting data to the terminal on 


a multipoint line due to 

- either a hardware malfunction 

- or a message containing unacceptable control codes or special 
characters leading to a page-overflow condition on such termi- 
nal-subtypes as cassette, disk, diskette or printer. 

action : . enter the "RT terminal-name'' command to resume transmission 

» if the anomaly persists, start a "trace'' on the line to which 
the terminal is connected using the "MTL LivWnn TRACE' command, 
and call the field engineering service. 
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Cc11 


tine-name { 


CANNOT BE OPENED 


HELD BY SYSTEM ei 


¢ NO STATION TO POLL 


cause : the line is HELD since the polling list specifies no station 
action : . issue the appropriate ''RT station-name'' command 
- and, if applicable, modify the polling list for the line with 
an MTP command. 


PIO GHANGE QUEUE STATE FAILED 
cause : software e-ror 
action : call the field engineering service. 


RECEIVE (READ) ERROR 
cause : hardware malfunction when receiving data from the terminal 
action : . check the state of the terminal and its controller 
if no obvious operator-rectifiable defects are detected and if 
the fault persists, call the field engineering service. 


DETAILED STATUS FAILED 
SENSE 4 SUBBLOCK 
TLT 
cause : system software or network configuration error 
action : e check the CNC description against the SRST values 
- correct the CNC generation if there are any errors 
»- relaunch the communications session aa 
. if the error persists, dump the URP memory using the 'SJ LURC" 
command, and call the field engineering service. 


¢ SHUTDOWN 


cause : the line is HELD subsequent to a previous TT command 
action : none 


* UNRECOVERABLE ERROR (EVENT TYPE) 


cause : a hardware fault over the line 
action : . check the state of the physical link and modems 
. issue the "RT LNnn'' command 
if the fault persists, cail the field engineering service. 


® UNRECOVERED CHANNEL EXCEPTION 


cause : a hardware malfunction over the PSI channel, which may be tran- 
Sient 

action : . issue the "RT LNnn" command 
. if the fault persists, call the field engineering Service. 


oe 


CC 14 


UNABLE 


type 
syntax 


cause 


action 


CLOSE 
CLOSES 
GET 
OPEN ' mt 
TO ACCESS OPENS subfile-name / file-name RC=return-code 
PUT 
READ 
WRITE 
: information 
: « the option defines the System error detected by ADM or NASF 
attempting to access the named file needed for such Service 
functions as, load, dump, sysgen or journalization. 
- "subfile-name / file-name" defines a standard GCOS64 file des- 
cription. 
« "return-code" is of the format RC >=xxxxxxxx--yyyyyyyy, Z2ZZZ2Z222 
where, 
- XXXXXXxXxX : hexadecimal contents of the RC register 
- yyyyyyyy : name of the SIU (system integration unit) proce- 
dure 
- Z2Z22zZ2z2Zzz : return code 
: the referenced file is not recognized by the system either as a 
result of not being present on a resident disk or non-resident 
disk, in the case of sysgen, or as the result of not conforming 
to the rules of naming system files available for NASF access. 
: « check the name of the referenced file against values given in 


Appendix B 

if the name is incorrect, provide a suitable name for the re- 
quired service function 

correct the ASSIGN JCL statement, if necessary, to indicate the 
new name and rerun the job step 

if the namé is correct, check that it is present in the system 


and if not, inform the field engineering service. 


CC13 | line-name | | AVAILABLE 
Station-name | UNAVAILABLE 


type : information 


syntax : aS in text 


® AVAILABLE 


Syntax: applicable to "line-name"! 
cause : this message can appear during BINS initialization when the ST 
console command is issued or as a reSult of an RT command issued 
to the line, since the line is 
- either in HELD from a GCOS device-management point of view 
resulting from an HD console command 
- or being currently used by another service job other than 
BINS, like a test/maintenance program, for example. 
action: . enter the DD console command to display the status of the line 
from a device-management point of view 
- if the status is in HELD, issue the RD console command to ena- 
ble the line to become available from the communications point 
of view and continue normal operations 
» if the test/maintenance program is still actively using the 
line, wait for the program to terminate before issuing any co- 
mmunications commands to the line. 


® AVAILABLE 


syntax: applicable to "station-name"' 
cause : a Station on a polled line has been powered on. 
| Ali stations on a multipoint line are considered as unavailable 
when the line is initialized. 
This message will appear 
- either during BINS startup 
- or as the result of an RT command issued to the line. 
action: none 


¢ UNAVAILABLE 


Syntax: applicable to "station-name"' 
cause : a Station on a polled line is unavailable 
- either because it is not powered on 
- or because the output-timeout value specified for the TOLEN 
parameter in the LINE command at network generation is too 
small for the quality of the line, modems or the station it- 
self, in which case, the station may repeatedly switch from 
AVAILABLE to UNAVAILABLE, 
action: . check that the station is powered on 
if not powered on, power on the station, issue the "RT station- 
name'' command and continue normal operations 
» if powered on, increase the value for output-timeout uSing the 
MTL network control command, issue the RT command and continue 


normal operations. 
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CC14 UNABLE TO ACCESS fnp-name system-action RC=FNPS , return-code 


¢ ATRNAL RC=FNPS , SGNAV 
cause : a system error has occurred since FNPS cannot create the necessa- 
ry working segments 
action: call the field engineering service. 


AUNCOM RC=FNPS , CDUNKN 
¢ )f AUNEV) a 
tse RC =FNPS , REQUNKN 


cause : a system error has occurred since an inconsistency has developed 
in the DPS 7/DN7100 dialog 
action: call the field engineering service. 


* IEATTN/FAILED RC=FNPS , NAVAIL 
cause : the hardware configuration of the DPS 7 is not consistent with 
the hardware actually available on site 
action: .« check the SRST against the actual site configuration 
- (a) if the SRST is in error, correct it using CONFIG 
» (b) if the SRST is correct, call the field engineering service. 


© JT-O ERROR ela RC =FNPS , IOERR 


cause : an erroneous 1/0 operation has occurred over the PSI coupler, 
where c.c,, the PIO completion code, indicates the result of the 
1/0 erat een 
action: - check that the '"watchdog-timer' value specified for TIMER in 
the FNP command is consistent with that specified for T3 in the 
TS command at DN7100 system generation, and that both values 
are adequate 
- (a) if the values are not consistent or if they are correct but 
inadequate, correct the appropriate command(s) and rerun 
either or both network utilities 
- (b) if the values are consistent and adequate, call the field 
engineering service to check the physical state of the link 
between the DPS 7 and the DN7100. 


» (c) the following specific values of cc, are significant 
- Coc, = 9010 : TIMER=0, T3# 0 
- Cot, = 9020 : no match in sharing the LDN in the FNF and 
TS commands between ''native'’ and "mode". 
- c.c,=92FF : "initialize'! performed on DN7100 while FNPS 
is running. 


Note : If TIMER=O and T3=0, no Survey is performed. 


* SEGSIZE/ \ . 

cause : a system error has occurred since FNPS cannot extend the appro- 
priate internal working segment 

action: call the field engineering service. 


RC =FNPS , EXTERR 


CC14 UNABLE TO ACCESS fnp-name system-action RC=FNPS , return-code 


type : normal operation / information/ error (see individual case) 
Syntax: . "fnp-name'’ identifies the FNPS workstation declared in the FNP 
command at network generation 
» “system-action'" identifies how the anomaly as indicated by the 
"return-code'’ cccurred. 


Note : The following list gives the "'system-action'" in alphabetical order 
accompanied by its associated "'return-code'. 


ACINDF 
ACINEX 
ACONDF 
ACONEX 
cause : a PIO function has failed during the execution of a channel pro- 
gram by FNPS 
action: .« check the CNC description against the SRST values to determine 
that the hardware and its software options are consistent 
» check that the channel definitions in the FNP command are con- 
sistent with those in the CT command at DN7100 system genera- 
tion 
- (a) if the definitions are not consistent, correct the appro- 
priate parameter(s) in the network generation command(s) 
and rerun either or both network utilities, as applicable 
» (b) if the definitions are consistent, call the field engineer- 
ing service. 


RC=FNPS , CPERR 


¢ ACTWKS/ABN RC=FNPS , BUSY 
causé : a syStem error has occurred since FNPS cannot activate the VCAM 
functions 
action: call the field engineering service. 


ADINDF 
ADINEX 
ADONDF 
ADONEX 
cause : a PIO function has failed during the execution of a channel pro- 
gram by FNPS : 
action: »« check the CNC description against the SRST values to determine 
that the hardware and its software options are consistent 
« check that the channel definitions in the FNP command are con- 
sistent with those in the CT command at DN7100 system genera- 
tion 
- (a) if the definitions are not consistent, correct the appro- 
priate parameter(s) in the network generation command(s) 
and rerun either or both network utilities, as applicable 
« (b) if the definitions are consistent, call the field engineer- 
ing Service. 


_ RC=FNPS , CPERR 


®* AIBNIN RC=FNPS , INITERR 
cause : a system error has occurred since FNPS cannot initialize its buf- 
fers due to lack of system resources 
action: call the field engineering service. 


CC14 UNABLE TO ACCESS system-module system-action no = { 


CcCTL 


eyes ¢ 2 Feturn-code 


In this message format, the entry "'RC=FNPS'" refers to 


the system procedure managing communications and not to 
the system module FNPS. 


type information or error (see individual case) 

Syntax : . "system-module'" identifies the appropriate network or message 
management component or communications service 
"system-action'' identifies how the anomaly as indicated by the 
"return-code" occurred. 

Note : The following list gives the "system-module'' in alphabetical order 

accompanied by its associated "system-action" and "return-ccde". 

ADM 

BINS ( . 

NPS job-step / ABNORMAL RC=CCTL , JNBERR 

NASF 

Syntax: "job-step' identifies the job being started 

cause : the number of class S jobs, to which ''job-step" belongs, is in- 

sufficient and therefore the "job-step'' cannot execute normally 
action: increase the number of class S jobs using CONFIG 


NASF ACPMG/REJECT RC =FNPS , ARGERR 


cause 


action 


: attempts to connect to the NASF mailbox have been rejected by 
VCAM, thereby causing an abort 
: call the field engineering Service. 


NASF INQUIR/WRPARAM RC=FNPS , ARGERR 


cause ; 


action: 


an erroneous eeouation with VCAM has” occurred during an "open- 
message-group'' session for NASF 
call the field engineering service. 


QMON job-step / ABNORMAL RC=CCTL , JNBERR 


syntax: 
cause 3 


action: 


"Job-step'' identifies the job being started 

the number of class S jobs, to which "job-step"' belongs, is in- 
sufficient and therefore the "'job-step'' cannot execute normally 
increase the number of class S jobs using CONFIG. 


CC14 UNABLE TO ACCESS fnp-name system-action RC=FNPS , return-code 


* SGCR/ pot RG =FNPS , SGNAV 
cause : a System error has occurred since FNPS cannot create the necessa- 
ry internal working segments 
action: call the field engineering service. 


* SRST RC=FNPS , SRCMFAIL 
cause : the hardware configuration of the DPS 7 is not consistent with 
the hardware actually available on site 
action: . check the SRST against the actual site configuration 
- (a) if the SRST is in error, correct it using CONFIG 
» (b) if the SRST is correct, call the field engineering service. 


¢ SSMGET/FAILED RC=FNPS , ILLSEM 
cause : no more free links to semaphores are available 
action: extend the semaphore segment. 7 


* TIME-OUT RC=FNPS , TIMEOUT 
cause : the "watchdog-timer'' mechanism has been interrupted between the 
DPS 7 and the DN7100 | 
action (1) : If at the beginning of the FNPS session, that is, the mess- 
age "CC20 fnp-name STARTED" has not appeared : 
» issue the "TT fnp-name" command 
» issue the "MIF fsys-name [subfile ]" command 
» issue the "ST fnp-name'’ command to resume the session 
- if the anomaly persists, and the CC20 message still does 
not appear, follow action (2) _ 
(2) : If during the FNPS session : 
. check that the ‘wat chdog+ -timer'' value specified for TIMER 
in the FNP command is consistent with that specified for 
T3 in the TS command at DN7100 system generation, and that 
both values are adequate 
- (a) if the values are not consistent or if they are cor- 
rect but inadequate, correct the appropriate com- 
mand(s) and rerun either or both network utilities 
» (b) if the values are consistent and adequate, call the 
field engineering service to check the physical state 
of the link between the DPS 7 and the DN7100. 


® UFCPLC/ FAILED RC=FNPS , NAVAIL 
cause : the hardware configuration of the DPS 7 is not consistent with 
the hardware actually on site (coupler is probably unconnected) 
action: » check the SRST against the actual site configuration 
- (a) if the SRST is in error, correct it using CONFIG 
» (b) if the SRST is correct, call the field engineering service. 


CC16 cluster-name/ Ea 


type 
Syntax 


cause 


action 


id 
e 


information 


» where only "'cluster-name"' appears, the cluster is active, i.e., 
all its stations which are not in HELD are included in the pol- 
ling list for the line. 


» HELD, meaning that the cluster is in HELD, i.e., all its Sta- 
tions are not in the polling list of the corresponding line, 
- either due to the CLOSE option having been specified in the 
corresponding CLUSTER command at network generation 
- or due to an HT command issued to the referenced cluster. 


response to a DT command issued to a cluster giving a list of sta- 
tions attached to the cluster. 


none 


CC16 component -name | component -name vee] 


type 
syntax 


cause 


action 


information 
as in text 


response to a DT command issued to a category in order to list all 
the declared components associated with the category. 


none 


3-20 


CC15 


terminal-name / 


type 


Syntax ;$ 


cause 


action : 


DISCONNECTS 

HELD 

| IDLE 

- LOGGED 

LOGGING 
WAITS TIMER 

\ userid 


information (for terminals connected to BTNS) 
» DISCONNECTS, transient state while the terminal disconnects. 


- HELD, due to one of the following, 
- an HT command issued to the referenced terminal 
- the CLOSE option specified in the corresponding TERMNL com- 
mand at network generation 


- IDLE, meaning that the referenced terminal is not connected but 
is available for logon, provided that the higher level compo- 
nents, such as line, cluster and station, are available. 


« LOGGED, meaning that logon iS automatic Since the referenced 
terminal has been declared with the AUTO option in the corres- 
ponding TERMNL command at network generation. 

The terminal is available to be requested by a VCAM subsystem, 


. LOGGING, meaning that the referenced terminal is in the logon 
phase. 


. WAITS TIMER, transient state on VIP-type printers lasting up 
to 3 minutes in some cases. 
e userid, meaning that the referenced terminal is currently in 
session and the operator using it is known to GCOS64 under such 
a name. 
response to a DT STRONG command issued 
- either to a point-to-point line, in which case only 1 TTY 
terminal entry will appear 
- or to a polled line, in which more than one VIP terminal en- 
try will appear and for which several messages will compose 
the complete description. 


none 


CCi5 FNPS uSerid 


type 
syntax : 


. Cause : 


action 


information 
the userid specified is connected through a DN7100. 


response to a "DT program-name STRONG" command issued to a com- 
munications service (VCAM subsystem) 


: none 


CC18 


line-name 


type: 


Syntax : 


cause : 


action : 


| ACTIVE } 


jx 
HELD [ TRace | TI=nl TO=n2 RA=n3 sp={ 7} 
IDLE | 


information 


ACTIVE, meaning that normal data exchanges can take place over 
the line 


HELD, due to one of the following, 
- an HT command issued to the referenced line 
-~ the CLOSE option specified in the corresponding LINE com- 
mand at network generation 
- a hardware malfunction 


IDLE, applicable to a switched line which is not active since 
- either no dial-up has been made over the line 
- or the line was disconnected when the previous session ter- 
minated. | 


TRACE, appearing as the result of an MIL network control com- 
mand being issued, thereby requesting all events and data ex- 
changes concerning the line to be logged by BINS in the SYSOUT 
file. . 


TI represents "input-timeout'' and indicates the maximum time to 
connect or disconnect a modem 


TO represents "output-timeout'' and indicates the maximum time 
- either for a switched line to remain inactive before being 
disconnected by BINS 
- or for a station over a polled line to answer before it is 
passed over for the next station in the polling list 


RA denotes the read-to-write ratio over the referenced line 


SP represents the ''speed'' of an asynchronous line as a single 
alphabetic character standing for a value expressed in bits per 
second; * means that the line is synchronous and therefore the 
"speed'’ parameter is statically defined in the SRST. 


response to a "DT LNnn" ccmmand. 


none 


CC17 BUSY 


Station-name/ HELD 
OFF 


type : information 


Syntax : .- where only "'station-name"' appears, the station is active, ime, 
the station is ready to send and receive messages. 


« BUSY, meaning that the station is undergoing 
- either an off-line operation on a terminal-subtype, such as 
cassette, disk, diskette or printer 
- or, if the station pertains to the VIP line procedure, a 
page-overflow condition, requiring operator intervention. 


» HELD, due to one of the following, 
| - an HT command issued to the referenced station 
- the CLOSE option specified in the corresponding STATN com- 
mand at network generation 
- a hardware malfunction 


. OFF, meaning that the station is powered off; when the station 
is powered on, it will be included in the polling list of the 
corresponding line, and the network control operator will be 

informed with the message : CC13 station-name AVAILABLE. 
cause : response to a DT command giving the general display of the net- 
work. 


action 3: none 
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CC19 Fsys [TEM] NAME IS fsys-name 


type : information 


Syntax : 'fsys-name'' is the name of the DN7100 functioning as a front-end 
processor declared in the FSYS command at network generation 


cause : response to a "DT fnp-name'' command and appears after the message 
cC25 


action : none 


CC19 


line-name ! HELD 


type 


syntax : 


cause 


é 
6 


action : 


ACTIVE 


IDLE 


information 


- ACTIVE, meaning that normal data exchanges can take place over 
the line. 


« HELD, due to one of the following, 
- an HT command issued to the referenced line 
- the CLOSE option specified in the corresponding LINE com- 
mand at network generation 
- a hardware malfunction. 


« IDLE, applicable to a switched line which is not active since 
- either no dial-up has been made over the line 
- or the line was disconnected when the previous session ter- 
minated, 


response to a DT command giving the general display of the net- 
work. 


none 


2223 


CC21 


rdte-name 


ACTIVE 


IDLE } NUMBER : tpcadd TYPE = PAD 


RDTE applies exclusively to TRANSPAC. 


TRANSPAC refers specifically to the public network in France. 


type > 
Syntax : 


information 


"rdte-name'' identifies the "remote data terminal equipment" 
connected to the Level 64 through the TRANSPAC/URP interface 
as defined by the RDTE command at network generation. 


ACTIVE, meaning that the virtual circuit is currently establi- 


shed between the RDTE and the Level 64, over which normal data 
exchanges can take place. 


IDLE, meaning that the RDTE is not currently connected but is 
available for dial-up to the TRANSPAC subscription number de- 
fined by the following parameter "tpcadd'. 

NUMBER precedes the TRANSPAC subscription number defined by 
"tpcadd'' which represents the "transpac address" declared thr- 
ough the TPCADD parameter of the RDTE command at network gener- 
ation. 


TYPE=PAD meaning that the RDTE is an asynchronous adaptor for 
connecting TTY-type terminals. 


response to a DT command issued to an RDTE 


none 
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CC20 | fnp-name 


encom-name fee 
ae | TERMINATED 


type 


information 


Syntax : . '"'fnp-name'' is the name of the FNPS workstation declared in the 


¢ STARTED 


Cause ; 


action: 


FNP command at network generation 


- ‘"gencom-name'' is the name of the network generation which also 
identifies the BINS service job 


- ''fsys-name'’ is the name of the DN7100 functioning as the front 
end processor declared in the FSYS command at network genera- 
tion 


notification of a successful Startup of BINS and/or FNPS and its 

associated DN7100, subsequent to the respective commands 

- "ST [ gencom-name ]" for BINS 

- "ST fnp-name'' for FNPS 

- 'MTF fsys-name [ subfile- name |" to load the DN7100 associated 
with the FNPS workstation 

none 


® TERMINATED 


cause : 


action: 


notification of either the shutdown of BTNS and/or FNPS, or the 
termination of an administrative function, DUMP or SYSCEN, per- 
formed on the DN7100, subsequent to the respective commands 
eT [ gencen- name.]" for BTNS 

- "TT fnp-name'' for FNPS | 

- "MIF fsys-name DUMP | SYSGEN [ option ] §" for the DN7100 

Note : The STRONG: option used for terminating BINS and FNPS dis- 
connects all active terminals without notification. 


none 


CC23 


JOURNAL STARTED ON | sav 


type 


syntax : 


cause 


action : 


JRNL1 | 
SYS. DSALOGi 


information 


« JRNL1 and JRNL2 define the subfiles used within the GCOS resi- 
dent system file SYS. FPJRNL for journalizing control events 
sent by DSA nodes 


- "i in SYS.DSALOGi represents a numeric digit from 1 through 9; 
this set of files being user-defined log-files which are alter- 
nates to SYS. FPJRNL 


NASF has started journalizing on the referenced file 


none 
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CC22 | | Pe ncletpamnin 
fsys-name DUMP STARTED ON a eteaennn et 


type : information 


Syntax : . "fsys-name'' is the name of the DN7100 functioning as the front 
end processor declared in the NODE command at network genera- 
tion 


. "'<fsys-name>i" and "<fsys-name>2'' define the names of the 
subfiles used within the GCOS resident system file SYS. FPDUMP 
to save the dump image 


cause : notification that an "MIF fsys-name DUMP'' command has been suc- 
cessfully executed 


action: if the second subfile <fsys-name>2 was used, it means that a 
dump preceding the current dump has been saved onto the first 
subfile <fsys-name>1 that should therefore be edited using the 
GCOS utility DSADUMP, see Network Administration Utilities. 


g 


CC25 ftnp-name CHNB=n , STATUS=status CNCT=n, 
type : information 
Syntax : « "fnp-name'' identifies the FNPS workstation declared in the FNP 
command at network generation 
« CHNB specifies the number of logical channels used for the 
DPS 7 - DN7100 connection | 
- CNCT specifies the number of transport connections running on 
the referenced FNPS workstation 


* BEING STARTED 
cause : FNPS has sent a ''start'! request to the DN7100 and is awaiting 
acknowledgement 
action: . if the state is transient, no action is required 
» if nothing happens after 1 or 2 minutes, proceed as follows 
- enter "TT fnp-name'' to terminate the session 
- enter "MIF fsys-name [ subfile it to load the DN7100 
enter "ST fnp-name'' to start FNPS. 


* DUMP RUNNING 
cause : the DN7100 memory image is currently being ore onto the GCOS 
resident file SYS. FPDUMP 
- either as a result of the DN7100 software 
- or after an "MIF fsys-name DUMP" command 
action: none 


® FNPS RUNNING 
cause : the "ST fnp-name'' command has been successfully executed 
action: none | 


® IDLE 
cause : the DN7100 is waiting to be loaded or FNPS is waiting to be. 
Started up 
action: perform one of the following actions 
1) enter "ST fnp-name'' to start FNPS 
2)'. enter "MIF fsys-name [ subfile]" to load the DN7100 
» enter "ST fnp-name'' to start FNPS 
3) . enter "TT fnp-name' if "ST fnp-name"’ was previously issued 
» proceed as in (2) 


* LOAD RUNNING 
cause : an ''MIF fsys-name [ subfile |" command is currently executing 
action: none 


® SYSGEN RUNNING 
cause : an "MIF fsys-name SYSGEN [ option ]" command is currently execut- 
ing 
action: none 


®* TERMINATION RUNNING 
cause : FNPS is being shut down 
- either as the result of the "TT fnp-name'' command 
- or due to a hardware failure | 
action: . if the TT command has not been entered, and subsequent attempts 
to Start up FNPS fail, call the field engineering service 
- if it is a normal shutdown, no action is required 
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CC24 / JOURNAL SYS. DSALOGi IS FULL 
pete 


pape JOURNAL FULL 


type : information 


Syntax : « JRNL1 and JRNL2 define the subfiles used within the GCOS resi- 
dent system file SYS.FPJRNL for journalizing control events 
sent by DSA systems 


» “i'' in SYS.DSALOGi represents a numeric digit from 1 through 9: 
this set of files being user-defined log-files which are alter- 
nates to SYS. FPJRNL 


cause : the referenced file is full and, as a result, NASF will switch to 
the other log-file in rotation 


action : the referenced file can be now be edited, see Network Administra- 
tion Utilities. 


3-29 


tee 


CC30 PL . 


Station-name | Station-name ee ‘ | 


type : information 


syntax : lists the stations in the polling list of the corresponding line 
in the format as follows, 
- PL = heads the first line of the polling list which contains 


up to 5 stations 
- *kkk is used to align subsequent stations, if more than 5 
Stations have been declared. 


cause : response to a "DT LNnn STRONG" or DT command to display the cur- 
rent polling list associated with the appropriate line. 


action : none 
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CC26 _ ACTIVE 
; BUSY = 
station-name HELD STI =nn 


OFF 


type : information 


Syntax : » STI specifies the "station-index'' as defined in the correspond- 
ing STATN command at network generation | 


- ACTIVE, meaning that the station is "on-line" and available for 
data transfers, whether its terminals are active or not. 


« BUSY, meaning that the station is undergoing 
- either an off-line operation on a terminal-subtype, Such as 
cassette, disk, diskette or printer 
- or, if the station pertains to the VIP line procedure, a 
page-overflow condition, requiring operator interventione 


« HELD, due to one of the following, 
- an HT command issued to the referenced station 
- the CLOSE option specified in the corresponding STATN com- 
mand at network generation | | 


» OFF, meaning that the station is powered off; when the station 
is powered on, the network control operator will be informed 
with the mesSage : GG13 station-name AVAILABLE. 


cause : response to a "DT station-name'' command. 


action : none 


CC35 


IN PROGRESS 
TRACE SESSION TERMINATED 


type : normal operation 


syntax : TRACE SESSION refers to the analysis procedure for recording all 
events received and sent by a line or a line "'control layer" 


IN PROGRESS 
cause : 2000 trace lines have now been exceeded in the recording on the 
SYSOUT file. 
action: .« if the "trace session'' is to be stopped, use the 'MTL NTRACE" 
command | 
(the SYSOUT file will be immedietely printed out) 
. « if the "trace session'' is to continue, no action is required. 


TERMINATED 
cause : an overflow condition has occurred on the SYSOUT file, thereby. 
halting the "trace session"; the SYSOUT file will be immediately 
printed out. | 
action: « if the "'trace session'' is to continue, enter 'MTL TRACE! on 
the network control terminal after the SYSOUT file has been 
printed out. | 
« if no further "trace session'' is required, no action is needed. 
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CC32 OM=nl 


type 


syntax 


cause 


action 


CC32..OM=14 


type 


“syntax 


cause 


action 


IM=n2 OE=n3 IE=n4 


: information 


; « OM denotes "output messages'' and specifies the cumulative numn- 
ber of messages sent over the line since the start of the conm- 
municetions session. 


« IM denotes "input messages'' and specifies the cumulative number 
of messages received over the line since the start of the com- 
munications session. 


e OE denotes "output errors" and specifies the cumulative number 
of transmission errors when sending over the line Since the 
Start of the communications session. 


« IE denotes "input errors" and specifies the cumulative number 
of transmisSion errors when receiving over the line since the 
Start of the communications session. 


: response to a "DT LNnn STRONG" or DT command. 
The "line-name'' appears in the preceding message CC18. 


- none 


IM=n2 OE=n3 


s information 


: » OM denotes "output messages" and specifies the cumulative num- 
ber of messages sent to the terminal since the start of the 
communications session 


- IM denotes "input messages" and specifies the cumulative number 
of messages received from the terminal since the start of the 
communications session. 


» OE denotes "output errors" and specifies the cumulative number 
of transmission errors when sending to a terminal since the 
Start of the communications session. 


: response to a "DT terminal-name STRONG" command. 
The "terminal-name'"! appears in the preceding message CCO8. 


> none 
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CC45 


type : 


BTNS ] 
NO CNC GENERATION AVAILABLE | FOR < FNPS 
QMON 
error 
as in text 


syntax : 


cause 


action 3 


the ST console command has been executed while 


1) no CNC generation exists at all because 
a either the CNC utility has not been run 
be or a system restart has been made with CLEAN option 


2) a CNC generation exists, but does not contain any DCC line 
description to be handled by the referenced component. 


If (1), run the CNC utility, and restart the session, see be- 
low. 


If (2), correct the network description and rerun the CNC uti- 
lity, and restart the session as follows, 
- either enter "ST gencom-name'' or ST for BTNS 
- or enter "ST fnp-name!'' for FNPS 
~ followed by "ST QMON' if MCS applications are to be 
Started, 


If either action does not rectify the problem, call the field 
engineering Service. 


CC44 


ADM 
UNABLE TO START NASF ARGERR RG=FNPS , ARGERR 
program-name 


In this message format, the entry "RC=FNPS" refers to 


the system procedure managing communications and not to 
the system module FNPS. 


type : error 
syntax : aS in text 


cause : the mailbox defining the appropriate network or mesSage manage- 
ment component or communications service has not been defined 
for the "open-message-group'"'! 


action : call the field engineering service 


CC46 


fsyS-name status 


type : normal operation / information/ error (see individual case) 
syntax : . ''fsys-name' identifies the DN7100 functioning as the front-end 
processor declared in the FSYS command at network generation 
- ‘Status'' indicates the functional activity of the DN7100 


ALREADY ACTIVE 
cause : an '"'ST fnp-name'’ command was issued while the FNPS workstation 
is not IDLE. 
action: none 


DUMP COMPLETED 
cause : the dump of the DN7100 memory image has been successfully saved 
on the GCOS resident file SYS. FPDUMP 
action: . either edit the dump using the GCOS utility DSADUMP, see Net- 
work AdminiStration Utilities 
» Or no action is required 


DUMP IN PROGRESS 
cause : a command has been issued to the DN7100 which is currently per- 
forming a dump of its memory image | 
action: wait until the end of the dump session, as notified by DUMP COM- 
PLETED, before issuing the same command 


DUMP FAILED | | 
cause : the dump of the DN7100 memory image has terminated abnormally 
either because of a hardware malfunction or due to an anomaly in 
the DN7100 software | 
action: . reissue the "MTF fsys-name DUMP" command 
» if the anomaly persists, call the field engineering service 


FAILED | 
cause : the DN7100 has failed either because of a hardware malfunction 
or due to an anomaly in the software 
action: . issue the 'MIF fsys-name [ subfile " command 
- if the anomaly persists, call the field engineering service 


IDLE , 
cause : the DN7100 has been successfully loaded but the FNPS workstation 
has not been activated | 
action: . issue the "ST fnp-name" command 
. if the same message appears, take a dump of the DN7100 memory 
image by entering the "MIF fsys-name DUMP'' command 


INACTIVE 
cause : a "TT finp-name'' command has been issued while the DN7100 has not 


yet been loaded 
action: none 


LOAD COMPLETED 


cause : the DN7100 has been successfully loaded 
action: none 
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fnp-name 
gencom-name 


INACTIVE 


STARTED 


ALREADY ACTIVE 


type : information 


Syntax : as in text 


® ALREADY ACTIVE 
cause : . for BTNS, an "ST gencom-name" or ST console command has been 
issued while BINS has already been activated 
- for FNPS, an "ST f£np-name'' console command has been issued 
while FNPS has already been activated. 
action: none 


® INACTIVE 
cause : « for BINS, a "'TT gencom-name'"! or TT command, with or without the 
STRONG option, has been issued but BINS has not yet been start- 
ed up by an ST console command 
« for FNPS, a "TT £np-name'' command, with or without the STRONG 
option, has been issued but FNPS has not yet been started up by 
an ST console command 
« for both BINS and FNPS, this message is also the result of a DT 
command requesting a general display of the status of the net- 
work objects. | | 
action: none 


¢ STARTED | oo 
cause : for both BINS and FNPS, this message is the result of a DT com- 
mand requesting a general display of the status of the network 
objects. | 
action: none 


CC47 lsub-name Subnb IDLE SWC: ni/ n2 PVC: m1 / m2 
ACTIVE 


LSUB applies exclusively to TRANSPAC, 


TRANSPAC refers specifically to the public network in France. 


type : information 
Syntax : . ''lsub-name'' identifies the TRANSPAC subscription handled 


through the BINS / URP interface and declared by the LSUB com- 
mand at network generation 


« "subnb'! is the TRANSPAC subscriber number provided in the PTT 
subscription contract and declared by the SUBNB parameter in 
the LSUB command 


« SWC denotes "switched virtual circuits" and declares. 
- nil, the number of swc's currently active 
- n2, the maximum number of swc's allowed for the subscrip- 
tion | | 
» PVC denotes "permanent virtual circuits'' and declares 
-~ ml, the number of pvc's currently available 
- m2, the maximum number of pvc's reserved for the subscrip- 
tion. 


cause : response to a "DT lsub-name'' command 


action : none 


3-40. 


CC46 


fsys-neme status 


* LOAD FAILED 
cause : loading of the DN7100 has failed either because of a hardware 
malfunction or due to an anomaly in the software 
action: .« reissue the 'MIF fsys-name [ subfile ]" command 
»- if the anomaly persists, call the field engineering service 


* LOAD IN PROGRESS 
cause : a command has been issued to the DN7100 which is currently being 
loaded 
action: - wait until the DN7100 has been loaded, as notified by LOAD 
COMPLETED 
» issue the "ST fnp-name'' command 
» reissue the same command to the DN7100 


¢ LOAD STARTED | 
cause : immediate system response to the "MIF fsys-name [ subfile |" com- 
mand to notify the operator that the command to load the DN7100 
has been accepted and is being acted upon 
action: none | 


SHUTDOWN 
cause : an I/O anomaly has occurred in the functioning of the DN7100 
action: » issue the ''TT fnp-name'' command 
e issue the "MTF fsys-name DUMP" command 
- issue the "MTF fsys-name [ subfile |" command 
» issue the "ST fnp-name!'' command 


¢ STARTED - Oo ; | 
cause : the DN7100 has been successfully loaded and the FNPS workstation 
has been activated 

action: none 


CC66 TIMER RUNNING FOR DEVICE terminal-name 


type 
syntax 


cause 


action 


e 
e 


e 


® 


® 
° 


information 
"terminal-name'' identifies the terminal being disconnected 


a VIP printer is being disconnected but the BINS terminal manager 
is waiting for the timer to complete the disconnection 


wait, up to 3 minutes, before using the terminal. 


3249 


CC50 


Pn 


TT WAITS FOR 4 USERS TO DISCONNECT 


type : information 
syntax ; as in text 


cause : response to a TT command to indicate that there are still users 
connected 


action : (1) If shutdown is to be affected immediately, regardless of the 
users, enter the appropriate command 
» "TT [ gencom-name STRONG '"' for BINS shutdown 
« 'TT £np-name STRONG" for FNPS shutdown 


(2) Otherwise, advise the users of shutdown before terminating 
the session, as follows, 
- For BTNS, issue the "BT ALL 'message-text''' command 
- For FNPS, use the communications service for broadcasting 
the message, such as SEND under IOF. 


Note : For FNPS, one user may remain after "shutdown", that is, 
the transport connection for the logfile from the DN7100 
to NASF, | 


CC74 pT: NO USER IS CONNECTED 


type : information 
syntax : as in text 


cause : no users are connected over the BINS/URP secondary network for 
the BT command to be effective 


action : none 
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CC68 *«*** command-name COMMAND ABORTED reason 


type : error 


syntax : . '"'command-name'' identifies the command previously issued 
- 'reason'' specifies the cause of the abort 


Note : The following list gives the "reason'' in alphabetical order. 


® BACKING STORE OVERLOADED 
cause : a temporary "overload"! condition has developed 
action: reissue the command later 


® LOGON FAILED 
cause : an RT command addressed to a BSC2780 line cannot be successfully 
performed due to an incomplete VCAM connection | 
action: . check that the "userid" entry in the site catalog specifies the 
name of the terminal with default values for "project" and 
"billing'' attached to the "userid" 

- check that the "application" specified in the ASSIGN parameter 
of the TERMNL command is that to which the terminal is attempt- 
ing to log on | 

« check that QMON has been Started up 


® REJECTED BY DVMGT 
cause : an RT command cannot be successfully performed since the line is 
| "held" by device management 
action: » enter an "RD LNnn'' console command and retry the RT command 
» check for a service job uSing the line, e.g., test program 


Beene OVERFLOW \ 
USER MEMORY OVERLOADED 
Cause : a temporary "overload"! condition has developed 
action: reissue the command later 


CC77 


LINE line-name IN ABNORMAL STATE : RELEASE FAILED 


type : information / error 


syntax : "line-name'"' identifies the line of the BINS/URP secondary network 
as declared in the LINE command 


cause : the line cannot be "closed" by software 


action : verify the condition of the line and the URP 
if either or both are malfunctioning, call the field engineer- 
ing service 
» if both are functioning normally, 
- reissue the "RT LNnn' command 
- if the same message appears, an ISL is necessary 
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CC75 TERMINAL terminal-name IS DISCONNECTED ** BADGE ERROR * * 


type : information 
syntax : aS in text 


cause : Security violation on a DTU7171/7172 terminal due to the absence 
of the ''badge'" facility 


action : none 
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CC81 


LOCAL SUBSCRIPTION <lsub-name> CONFIGURATION OR PROTOCOL ERROR 


REASON 


type : 


syntax : 


cause =; 


action : 


CODE : cause. diagnostic 


error 


<lsub-name> is the name of the LSUB command defining the 
TRANSPAC subscription at network generation 

"cause. diagnostic" takes the format "hh. hh'', where the two 2- 
hexadecimal digits specify the "protocol error" 


a system error has occurred since the parameters defined in the 
LSUB command do not match the options available in the actual 
TRANSPAG subscription 


refer to Appendix A for the explanation of "cause" and "'diag- 

nostic" 

check the "lsub'' values against the options laid down in the 

TRANSPAC subscription contract 

(a) if the definitions are not consistent or if the sseinicions 
are consistent but are in conflict with the "cause!' and 
"diagnostic'', modify the appropriate parameter value(s) and 
rerun the CNC utility 

(b) if the definitions are consistent and the "cause" and 
"diagnostic" do not adequately pinpoint the source of the 
error, call the field engineering service. 
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ENABLED 
DISABLED 


CC80 


ACCESS TO RTS "rsys-name "' \ THROUGH RSUB TRANSPAC. 1<subnb> 


[ REASON CODE : cause. diagnostic | 


type : normal operation 


Syntax : . "rsys-name'' is the name of the "'remote-system'' served by the 
"remote-transport-Station" 

» <subnb> defines the DPS 7 TRANSPAC subscriber number specified 
by the SUBNB parameter of the LSUB command at network genera-. 
tion 

» "cause. diagnostic" takes the format "hh. hh'', where the two 2- 
hexadecimal digits specify the "disabled" reason 


cause : a) if "ENABLED", the ''REASON CODE" does not appear 
b) if "DISABLED", the ''TREASON CODE" appears 


action : a) continue normal operations 
b) depending on the "cause"! and "diagnostic'', the appropriate op- 
erator action is required, see Appendix A. 


NR ''netroute-name'’ TO RTS = rts-name 


AUTHORIZED | NOT AUTHORIZED 
COMPLETED 
REQUESTED 


access 
vc. <subscrid> 


CONNECTION IS 


AND MAPPED OVER { 


type : information 


Syntax : . 'taccess'' is of the format LNnn, where nn defines the SRST value 
of the HDLC point-to-point line specified as the argument of 
the ACCESS parameter in the CP command 

- "subscrid'' is the name of the LSUB command specified as the ar- 
gument of the SUBSCRID parameter in the CP command 


cause : response to a "DT NR netroute-name LONG" command 


This command is issued if the state of the "'transport restart" is 


other than "'completed"' for an access path composed of several 
network routes and if the state of only one route is required. 


action : the only operator action is in the case of NOT AUTHORIZED : 
enter the following command(s) as applicable, 


a) for point-to-point HDLC line : 
RT LNnn, where LNnn is the name of the line 


b) for TRANSPAC virtual circuits : 
« RT LNnn, where LNnn is the name of the line specified in the 
LSUB command 
- followed by RT RSUB TRANSPAC. <subnb>, where "'subnb" is the 
"remote" subscription number Starting with 1 and defined as 
the argument of the ADDR parameter in the RTS command. 


Note : The terms AUTHORIZED and REQUESTED denote the state of the connec- 
tion with respect to the "restart! phase ; 
- AUTHORIZED is when the "restart'' phase has yet to be initiated 
- REQUESTED is when the ''restart'’ phase has been initiated but has 
not yet completed at the time when the message was output. 
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CC82 inn HARDWARE OR SOFTWARE CONFIGURATION ERROR DETECTED BY es 


Note : Cause (2) applies to a TRANSPAC subscripticn. 


type : error 
Syntax : aS in text 


1) cause : the line identified in the message LNnn has been declared for a 
use inconsistent with its attributes defined in the SRST 


action : » examine all CNC commands which specify LNnn 
| check the SRST definition for the line procedure is consistent 
with its CNC declaration 
(a) if the CNC is in error, 
- correct the appropriate command(s) 
- rerun the CNC utility to regenerate the network 
- relaunch the communications session 
(b) if the CNC is correct, call the field engineering service. 


s 


. 


2) cause : either a ''call" packet has been received over a virtual circuit 
that cannot be opened for "inwards" calls 
» or a ''call'' packet has been sent over a virtual circuit that 
cannot be opened for "outwards" calls 


action : check that the parameter values for SLINE, SILIN and SOLIN in the fa 
LSUB command are consistent with the TRANS PAC subscription, refer 


to Annexe F : 

eae 3 the parameters are not consistent, correct the CNC descrip- 
tion and retry the communications session © 

» if the parameters are consistent, consult with the Field Engi- 


eering Service. 


| AUTHORIZED | NOT AUTHORIZED 
RTS ‘'rts-name'" TRANSPORT RESTART IS ? COMPLETED 
( REQUESTED 


- NR 'netroute-name!'' TO RTS rtsS-name 


AUTHORIZED {| NOT AUTHORIZED 
CONNECTION IS 4 COMPLETED 


REQUESTED 


access 


pe tee SES fos <subscrid> 


- NR 


« (as many "network routes" as declared in the RTS command) 


type : information 


Syntax : .« the description of the "network routes'' NR will appear if the 

option "LONG" is specified in the DT command 

TRANSPORT RESTART IS COMPLETED will only appear if at least 1 

of the "network routes!'' declared for the RTS is in CONNECTION 

COMPLETED . | 

"access" is of the format LNnn, where nn defines the SRST value 

of the HDLC point-to-point line specified as the argument of 

the ACCESS parameter in the CP command 

» '"subscrid'' is the name of the LSUB command specified as the ar- 
gument of the SUBSCRID parameter in the CP command 


® 


cause +: response to a 'DT RTS rts-name LONG'' command 


action : the only operator action is in the case of NOT AUTHORIZED : 
enter the following command(s) as applicable, 


a) for point-to-point HDLC lines : 
RT LNnn, where LNnn is the name of the line 


b) for TRANSPAC virtual circuits : 
- RT LNnn, where LNnn is the name of the line specified in the 
LSUB command 
- followed by RT RSUB TRANSPAC. <Subnb>, where ''subnb"' is the 
"remote" subscription number Starting with 1 and defined as 
the argument of the ADDR parameter in the RTS command. 


Note : The terms AUTHORIZED and REQUESTED denote the state of the connec- 
tion with respect to the "restart" phase : | 
- AUTHORIZED is when the "'restart'' phase has yet to be initiated 
- REQUESTED is when the "restart" phase has been initiated but has 
not yet completed at the time when the message was output. 


ge02 


CC85 


CLOSED 


BINS FILE TRAGE { CLOSED 


type : normal operation 


syntax : as in text 


CLOSED 
cause : response to an "'HT TRACE! command 
action: none : 


OPENED 
cause :response to an "'RT TRACE'' command 
action: none 


CC87 


system-name 


[sc : sess 


type 


Syntax $ 


cause : re 
ma 


action : no 


PROFILE : profile 


ion-control-name | 


"system-name'' is the name of either the LSYS or FSYS or RSYS 

commands 

"session-control-name'' is the name appearing in the correspon- 

ding LSC, FSC and RSC commands | 

ljote : The name of the "'session-control" is the name of the 
associated "system". 

"profile: <system-type>/< scftwere-type >/< software-release> 

"SC: session-control-name'' appears if the DT command specifies 

the STRONG option | 


sponse to a "DT ) LSYS | FSYS | RSYS { system-name [ stRonG | '" com- 
nd 


ne 


CC86 [No] BINS FILE TRACE IN PROGRESS 


type 
syntax 
cause 


action 


e 
e 


normal operation 
as in text 
response to a "DT TRACE' command 


none 
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CC98  command-name COMMAND COMPLETED 


type : normal operation 


syntax : aS in text 
cause : the command has been submitted, accepted and acted upon 


action : none 


CC88 


session-control-name SYSTEM: system-name 


sae _ f £np-name ENABLED 
| access TS LOCKED 


type 


syntax : 


cause 


action : 


normal operation 


- ''session-control-name'' is the name of eithex the LSC or FSC or 
RSC commands 

» 'system-name'' is the name appearing in the corresponding LSYS, 
FSYS and RSYS commands 
Note : The name of the "session-control'' is the name of the 

associated "'system"'. 

» "'ACCESS' defined as a list will only appear if LONG is speci- 

fied for FSC and RSC 


response to a "DT } LSC | FSC | RSC t session-control-name [ LONG } 
command 


none 


3-55 


pee 


NO PRIMARY NETWORK CONFIGURATED 


DT OPTION ERROR 
INCOMPLETE MESSAGE 


COMMAND [ KEYworD | 
LEVEL TRACE 
NETWORK NAME 


NODE NAME 
| KEYWORD 
pve « SPSS? oe 
ROAD NAME 


SUBSCRIPTION NUMBER 
( DOMAIN 
TRACE PARAMETER | 
SUBDOMAIN 


MISPLACED TRACE PARAMETER 


NO TNS STARTED RETRY LATER 


NODE 
ROAD 


UNKNOWN { \ NAME 


type : normal operation 


Syntax : . "node'' is a "'carry-over'! from the previous release and groups 
together "lsystem", "fsystem' and "'rsystem!'' 


For obtaining the list of "'system-names", key in the "DT SyYS'"' 
command 


- "road"! is a generic term for ''network route'! either mapped over 
an HDLC point-to-point line or a TRANSPAC virtual circuit 


cause : except for ''NO TNS'', all these messages indicate that the syntax 
in the command is either misspelt, misplaced or not applicable 
for the option 


action : re-enter the command with the proper syntax 


NO TNS STARTED RETRY LATER 


cause : although the ST command has been issued to launch BINS/HDLC, the 
"local"! access line tc TRANSPAC has not yer "opened" 


action : wait or issue the "RT LNnn’! command, where nn is the line- number 
of the line specified in the LSUB CNC command 


NO PRIMARY NETWORK CONFIGURATED 


cauSe : a command referring to a primary network object has been issued 
for a CNC generation which has not declared a primary network 


action : none 


CCg99 


BUSY } 


ABNORMAL BINS FILE TRACE OPEN ay 


type : normal operation 
Syntax : aS in text 


Note : This message is in response to an "'RT TRACE" command. 


® BUSY 


cause : the current writer to the BINS file trace is still active 
action: wait for the current writer to terminate before initiating the 
"trace!'' session 


© SPACENAV 


cause : the BINS file trace cannot be opened due to lack of space 
action: . continue to monitor for available file space on BINS _FILE TRACE 
e when space becomes available, issue the "RT TRACE" command 
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QCO8 process-name UNABLE TO START USER PROCESS RC=return code 


type : error 
Syntax : . "return code't is of the format RC= SO aver eneras 
where 
- XXXXxXxxx : hexadecimal contents of the RC register 
- yyyyyyyy : name of the SIU (system integration unit) pro-. 


cedure 
- Z2zzzzzz : return code, see Error Messages and Return Codes 


. bieae ae -name'' identifies the user process that cannot be 
— sta 


cause : the "return code'' gives the reason 


action : operator - 
« retry the multiprocess MCS application whose process cannot be 


Started 
» if the same condition occurs, retain the console listing for 


the systems analyst 


systems analyst - 

« correct the MCS application, as necessary, according to the 
"return code" 

« resubmit the job 

« if the same condition occurs, call the field engineering ser- 


vice 
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QCO6 TELECOM WARNING : QUEUE FILE OVERFLOW PENDING 


type 
syntax 
cause 


action 


: normal operation 


6 
* 


as in text 
the disk queue file is almost full 


operator - 

» issue the DT QUEUE network control command to monitor the per- 
centage occupancy of all the MCS queues each time the message 
appears 

. retain the console listing for the systems analyst 


Systems analyst - 

e examine the occupancy of the queues according to their func- 
tion, such as input, output, pooled or otherwise 

« increase the size of the disk queue file, as required 

e rerun the MCS application 

« repeat this process until the QCO6 message no longer appears 


QC30 QMON INITIALIZATION FAILED RC=return-code 


type 


syntax : 


cause 


action ;: 


error 


"return-code" is of the format RC =xxxxxxxxX-yyYYYYYY, ZZ2Z2222 
where 
-~ XXXXXxxx : hexadecimal contents of the RC register 
- yyyyyyyy : name of the SIU (system integration unit) proce- 
dure 
- Z2ZZZZ2ZZz : return code 


system error 


call the field engineering service 
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QC13 


ron 


type 
syntax 


cause 


action 


TASK USER process-number ABORTED RC=return-code 


: error 


2 « "return-code'' is of the format RC=xxxxxxxx—-yyyyyYyYy, ZZZ2Z2ZZZZ 


where 
- XXXXxxxx : hexadecimal contents of the RC register 
- yyyyyyyy : name of the SIU (system integration unit) proce- 


dure 
- z2ZzzZzZzzz : return code, see Error Messages and Return Codes 


e "ron'' is the "run-occurrence-number'' of the multiprocess MCS 
application whose 


« process indicated by the "process-number'' has aborted 
: the "return-code'' gives the reason 


: operator - | . 
» retry the multiprocess MCS application whose process has abort- 
ed 
» if the same condition occurs, retain the console listing for 
the systems analyst 


systems analyst - 

« correct the MCS application, as necessary, according to the 
"return-code"! 

« resubmit the job 

» if the same condition occurs, call the field engineering ser- 
vice 
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 QC33 QMON ABORTS 


type : error 
Syntax : as in text 
cause : system error 


action : call the field engineering service 
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QC32 QMON FATAL ERROR RC=return-code 


type : error 
syntax : "return-code'' is of the format RC = xxxxxxxxX--yyyyyyyVy»5 ZZZZZ2Zz 
where 


- XXxxxxxx : hexadecimal contents of the RC register 

- yyyyyyyy : name of the SIU (system integration unit) proce- 
dure 

- Z22zzzzz : return code 


cause : 1) I/O error on drive on which the volume containing the disk 
queue file is mounted 


2) no more space available on disk queue file 


action : 1) check the state of the disk drive, and if not operational, 
mount volume on another disk drive, and retry 


2) if the disk drive is operational, rerun the CNC utility to 
allocate a greater extent for the disk queue file. 
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QC35 QUEUE RECEIVE ERROR ON QUEUE mailbox-name RC=return-code 


type 
syntax 


cause 


action 


® 
2. 


¢ 


error 


- "mailbox-name'' is the name of the queue on which the "receive!" 
error has occurred 


- "return-code" is of the format RC =xxxxxxxx-eyyyyyyyy, ZZZZZZ22Z 
where 
- XXXXXXxx : hexadecimal contents of the RC register 
- yyvyyvyy : name of the SIU (system integration unit) proce- 
dure 
- 22222222 : return code 


an I/O error has occurred during a "'receive'' operation from QMON 
to the designated queue | | 


according to the return code, as follows, 


© BUFNAV : message could not be "read" from disk because of MAM 
disk buffer overload. 
Check with field engineering service. 


° IOFAIL : message could not be "read" from disk because of MAM 
disk I/O failure. 
Check the status of the disk queue file. 


° For all other return codes, call the field engineering service. 
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QC34 QUEUE SEND ERROR ON QUEUE mailbox-name RC=return-code 


type : 


syntax : 


cause =: 


action : 


error 


e '"mailbox-name'"' is the name of the queue on which the "send" 
error has occurred 


"return-code'" is of the format RC=>xxxxxxxx-yyyyYYyy »ZZZZ22Z222Z 


where 


- XXXxxxxx : hexadecimal contents of the RC register 
- yyyyyyyy : name of the SIU (system integration unit) proce- 


dure 


- Z22ZZ2Z2Z2zZ2zZ : return code 


an I/O error has occurred during a "send" operation from QMON to 
the designated queue 


according 


° 


fe) 


BUFNAV 


TOFAIL 


© MSGOV : 


NOTALL 


SPACENAV: 


to the return code, as follows, 


message could not be 'written'' to disk because of 
MCS disk buffer overload. 
Check with field engineering service. 


message could not be 'written'' to disk because of 
MCS disk I/O failure. 
Check the status of the disk queue file. 


message written" to disk has been truncated because 
it is too long. 


Check disk drive used for data entrye 


the designated queue is full. 
Gheck if a greater queue extent can be created. 


message could not be 'written''! to disk since the 
disk queue file is full. 
Check if a greater queue extent can be created. 


For all other return codes, call the field engineering service. 
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Qc39 { 0Q [ uexo | nl MSG 2 % OF FREE SPACE 
program-queue-name | 


type : information 


Syntax : . OQ denotes "output queue'' and appears subsequent to a DT STRONG 
command addressed to a terminal, with the result that the foll- 
owing information pertains to the terminal-queue. 


- "program-queue-name'"' identifies the program-queue used by MAM 
applications to receive messages. 


» HELD, due to one of the following, 
- an HT command issued to the referenced queue 
- the CLOSE option specified in the QUEUE command. 


- DISABLE verb has been issued to the referenced queue. 


- MSG denotes "messages" and gives the number of complete messag- _ 
es enqueued, as denoted by the preceding "nl". 
This number excludes messages currently being sent to or recei- 
ved from the queue. 


» % OF FREE SPACE gives the percentage of space used in 
- a memory queue defined with the NUMBLK parameter 
- a memory pool, where the queue is defined with the QCPOOL 
option 
- a disk queue, used as a buffer pool to access a disk file, 
if it is defined with the NUMREC parameter. 
The above parameters appear in the QUEUE command declared at 
network generation. 


cause : response to one of the following commands, 
- DT QUEUE 
- DT <terminal-name> STRONG 


action : none 
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QC36 QMON TABLES OVERFLOW 


type : error 
Syntax : as in text 


cause : condition has reSulted because of too large a traffic or too ma- 
ny connections 


action : call the field engineering service 
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QC41 { 


BLOCK 
NBLOCK 


type 
syntax 


cause 


action 


a 


ni / n2 


information 
» BLOCK, where length and block-size are meaningful 
» NBLOCK, where length and block-size do not apply 


« 'ni'’ represents the line-length, which when surpassed results 
in automatic line foiding. 


« 'nZ't represents the block-size which is the maximum number of 
lines per message sent on a terminal. 


response to a "DT <terminal-name> STRONG" command. 


none 
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QC40 


v= ty | 


type : information 


syntax : » IN denotes "input mode"! 
e OU denotes "output mode"! 
» M denotes "mark mode", applicable only to input 
» N denotes "normal mode" 
» U denotes "unedited mode"! 


cause : response to a "DT program-queue-name" command with or without the 
STRONG option. 


action : none 
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QC42 MCS NOT AVAILABLE : ERROR ON SYSTEM RESTART WHEN PROCESSING DISK QUEUE 
FILE RC=return-code 


type: 


Syntax ; 


Cause °¢ 


action 3: 


error 


"return-code" is of the format RC = xxxxxxxx-yyyyYVYVy 5 ZZZZZZ2Z2Z 
where 
- XXXXxxxx : hexadecimal contents of the RC register 
- yyyyyyyy : name of the SIU (system integration unit) proce- 
dure 
- 22Z22Zz2z2z : return code 


an incident has occurred when accessing the disk queue file on 
system restart 

according to the return code, as follows, 

° IOFAIL : check the status of the disk queue file 


© MEDNAV : the disk volume containing the queue file has not 
been mounted 


© For all other return codes, call the field engineering service. 


Note : 


If MCS is to be used for a subsequent session, ISL should 
Ye after the disk queve file incident 
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The tables of return-codes are built in the following hierarchical order : 


« Cause - 


‘ diagnostic ; 


a 2-digit hexadecimal value in bold letters heading each page in 
ascending order, for which the "diagnostic" following gives fur- 
ther details. | | | 


For the explanation of equivalent TRANSPAC "mnémoniques", see 
facing page. 


OO : DTE 


O1 : dérangement | ; 
erreur de procédure locale 
OCC 


03 : INV 
RPE 


O5 : erreur de procédure locale 
NC 


O7 : fin d'incident 
incident dans le réseau 
NC 


09 : fin de dérangement 
DER 


OB : NA 
OD : NP 
OF : fin d'incident 


11 : destination incompatible 
RPE 


13 : ERR 
19 ; PCV 


21: destination incompatible 


Note : The ''cause!'! is not necessarily related to a 'mnemoni que"! 


and vice versa 


a 2-digit hexadecimal value representing the return-code either 
from the TRANSPAC "fault-finding" dictionary or set by the DPS 7 


Note : DPS 7 return-codes only apply for ''00" cause. 


»- correspondant : the network participant for which the return-code applies 


- précision 


e 
Sd 


AFS : "automatic facilities" applicable to the PTT 

ETTD-P : applies to the HDLC line configured in the DPS 7 SRST 
ETTD-C : applies to the terminal | 

TELEX : applies to the "'telex'' terminal connectable over PAD 

réseau : applies to the TRANSPAC administration 

applicable for causes having the values 00, 01, 03, 05, 07, 09 


and 11 where the "cause" and "diagnostic'' may be the result of 
more than one action. | | 


APPENDIX A 


PAD RETURN CODES 


This appendix gives a resumé of the official TRANSPAC list of return-codes and 
includes where applicable, those return-codes set specifically by the DPS 7. The 
list of return-codes is in French, being the source language of TRANSPAC specifi- 
cations, and for consistency, the DPS 7 return-codes have been translated into 
French The list of DPS 7 return-codes in English appears at the end of this ap- 
pendix. 


For more detailed explanation of the TRANSPAC return-codes, refer to Spécifica- 
tions Techniques d'Utilisation du Réseau 


For the network control terminal operator, PAD return-codes from the TRANSPAC net- 
work appear in GCOS messages, CC80 and CC81, of the format : 


REASON CODE : SSUse ye: Cian uostic 


“= 2 hexadecimal digits representing ene Anca ea 


2 hexadecimal digits Be the reason and/or | source of 
the refusal 


In messages from TRANSPAC directed to the terminal operator, PAD return-codes ap- 
pear in the format : | 


diagnostic 
3 decimal digits representing the return-code 


3 letters representing the reason and/or source of the refusal, this set of 
"mnémoniques'' being a subset of ''causes'' since there are "'causes'' which do 
not correspond a '"mnémonique'' and since one '"mnémonique'’ can correspond to 
more than one ''cause'! 


LIB mnémoniaque 


For the complete list of "mnémoniques" and accompanying "diagnostics" which com- 


plement this appendix, refer to Terminal Operations Manual. 


00 


Diagnostic 


O1 


| O2 


03 


04 


05 


06 
QO7 
08 


30 
| 31 
33 
34. 
36 
37 
38 
39 
3B 
3C 
3E 
3F 


Correspondant 


j/ETTD-C 


ETTD-C 


|ETTD-C| 
IETTD-C 
AFS 


ETTD-C 
AFS 


ETTD-P_ 


ETTD-C 
AFS 


ETTD-C 
AFS 


AFS 
ETTD-C 


ETTD-C 


ETTD-P 


lETTD-P 


ETTD-P 


ETTD-P | 


ETTD-P 
ETTD-P 
ETTD-P 


|ETTD-P 


ETTD-P 
ETTD-P 
ETTD-P 


ETTD-P 


Explication de Diagnostic 


+ 


pS 


+ £  £ + F H H F 


« Plus d'une explication 


p=reprise , l=libération, i=réinitialisation 


commende LIB de l1'ETTD-C 
'break'' de L'ETTD-C 


réponse a une invitation a libérer de l'ETTD-P 
commande RESET de 1'ETTD-C 
type de service demandé inconnu 


perte de caractéres en entrée. 
erreur dans commande du générateur de trafic 


plus de ressources disponibles 
mélange de bits Q dans une méme séquence de paquets 
manque de ressources 


message PAD trop long 
lancement de l'exécution d'une commande au générateur 


contréle de flux bloqué sur la VL de l'abonné 
communication en cours de libération 


paramétres PAD incompatibles 


identificateur de protocole PAD erroné 
identificateur de protocole dsa errone 
numéro d'abonné inconnu 

réseau primaire dsa non soutenu 

numéro d'abonné rejeté 

plus de tables PAD disponibles 

plus de circuits virtuels disponibles 
site PAD occupé 

groupe fermé d'abonnés inconnu 

débit demandé trop élevé 

taxation au demandé refusée 


code de facilité erroné 


indicateur de débit absent 
code de facilité absent 


taxation au demandé soumise mais mot-de-passe absent 


invalable mot-de-passe 


* code mis par le 64/DPS 7 


Précision 


Mnémoni que 


Cause ( - denotes "not applicable" ) 


Explication 


libération confirmée par le PAD 
dérangement 
reprise, libération ou réinitialisation par l'abonné distant 


erreur de procédure locale 


appel non valide 


acces interdit 


incident dans le réseau 


numéro inconnu 

numéro occupé 

libération ou réinitialisation par le PAD 
refus de taxation au demandé 


erreur de procédure distante 


O01 


I\Diagnostic - plus d'une explication 
Correspondant p=reprise , l=libération, i=réinitialisation ee ee 
Explication de Diagnostic 
00 |ETTD-P| . plus de voies logiques libres i 1 
ETTD-C}] . ETTD-C occupé : 1 
TELEX | . mention OCC recque du réseau TELEX 1 


ETTD-P| . dérengement : niveau trame déconnecté sur l'acces de 
3 l'abonné a distance, quelle aque soit la raison] i 


O1 |ETTD-P| . collision d'appel i 
réSeau| . type de paquet inconnu 

02 |réseau erreur lors d'une reprise 9) 

O03 | réseau nature de voie logique incorrecte 7 Pp 

O08 |réseau numéro de voie logique non a zéro dans un paquet de reprise | p 


ou de confirmation de reprise 


A-06 


OO 


Diagnostic * code mis par le 64/DPS 7 


| p=reprise , l=libération, i=réinitialisation 
‘Correspondant 


Explication de Diagnostic 


4A |ETTD-P| * invalable identificateur de protocole de réseau secondaire 
dsa 


Précision| 


4B | * invalable longueur de numéro d'appel du demandeur 
4D appel rejeté par l'application 

4E invalable type de demandé 

AF 


ETTD-P | cléture en route 


ETTD-P | 
ETTD-P | 


numéro d'abonné a distance inconnu 


plus de ressources requises que disponibles 


erreur dans le contr6éle de flux de données 


ETTD-P | 
ETTD-P 
ETTD-P 


temps imparti di 4 inactivité dépassé 


erreur dans la longueur de paquets 


+ +  F F 


invalable message PAD 


Nota : Dans le cas particulier du Minitel connecté au réseau] 
a travers le ''vidéopad'', mauvaise réponse a 1'ID dans 


le message CCO1. 


OS 


[Diagnostic epl=erreur de procédure locale , nc=incident dans le réseau 


Correspondant Précision 


Explication de Diagnostic 


04 |réseau} taille du champ de données incorrecte epl 
O5 |réseau erreur de controle de flux, P(S) ou P(R) non valable | epl 
06 i eeeua| exreur de procédure en phase de réinitialisation epl 
O7 |réseau] l'abonné a émis un paquet RES epl 
nn j|réseau| diagnostic quelconque: diagnostic non significatif pou nc 


l'utilisateur 7 


iDiagnostic inv=appel non velable , rpe=erreur de procédure a distance 


- plus d'une explication i 9 
|Correspondant P P Precision 


Explication de Diagnostic | 


reseau 
réseau 


ETTD-P 


reseau | 


}ETTD-P'! 


réseau 


ETTD-P 


ETTD-P 


ETTD-P 


|ETTD-P | 


ETTD-P 


ETTD-P | 


taille de paquet d'appel incorrecte 
données d'appel ou mot-de-passe 12 caractéres 


type de paquet inconnu 


demande d'une facilité non autorisée a l'abonnement 


erreur lors d'une reprise 


erreur d'emploi d'une facilité quelconque ou GFA 


utilisation d'une VL incorrecte pour le type de paquet 
taille du champ de données incorrecte 

erreur de contrdle de flux, P(S) ou P(R) non valable 
erreur de procédure en phase de réinitialisation 

1! abonné a émis un paquet REJ 


numéro de voie logique non a4 zéro dans un paquet de reprise 


O09 


i\Diagnostic e plus d'une explication 


| | | der =dérangement , f=fin de dérangement : 
Correspondant 8 4 5 Précision 


Explication de Diagnostic 


OO |ETTD-P| . niveau trame déconnecté sur la liaison d'accés de 1'ETTD-P aj der 


distance | 
ETTD-C]} . liaison physique entre PAD et ETTD-C non établie der | 
[TELEX | « rupture de la communication TELEX der 
réseau} . coupure du raccordement physique entre TRANSPAC et le réseau; der 
TELEX | 
O1 |ETTD-P| . réinitialisation du niveau trame sur la liaison d'accés de der 


l1'ETTD-P a distance 
| . connexion ou réinitialisation du niveau trame de Ll'abonné a | f 


distance 
TELEX | . mention DER recue du réseau TELEX der | 
O2 | TELEX mention ABS regue du réseau TELEX der 
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O07 


Diagnostic « plus d'une explication 
f=fin dtincident , nc=incident dans le réseau oer 
Correspondant Precision 
Explication de Diagnostic 3 


OO |réseau connexion du niveau trame 


O1 |jréseau| . réinitialisation du niveau trame 
- CVP non utiliSable 


OD 


Diagnostic - plus d'une explication 
Correspondant 
JExplication de Diagnostic 


OO |réseau| . abonné inexistant 
TELEX | . circonscription TELEX inconnue de TRANSPAC 


| 01 [TELEX | mention NP reque du réseau TELEX 
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OB 


Diagnostic 


Correspondant 


Exp lication de Diagnostic 


Ol |réseau| protection par GFA a 
O2 |réseau pas de voie logique mixte ou arrivée 


mention NA reque du réseau TELEX 


11 


Diaeaosete l=libération , i=réinitialisation 
Correspondant | Précision 
| O1 |ETTD-P| type de paquet inconnu in | | 1 
O02 |ETTD-P erreur lors d'une reprise “ i 
| O3 ETTD-P | nature de VL incorrecte oe 1 


O04 |ETTD-P| erreur pendant la phase d'établissement et rupture du circuit] l 
| virtuel 


| O05 |réseau| non acquittement par l1'ETTD-P a distance d'une réinitialisa- | 1 
| tion répétée 


O8 |ETTD-P| numéro de VL non a zéro dans un paquet de reprise | 1 
O09 |ETTD-P expiration du temporisateur de surveillance de confirmation i 
d'appel 


taille de paquet de communication acceptée incorrecte 


bit D non géré 


41 |ETTD-P code de facilité erroné l 


42 |ETTD-P| paramétre de facilité erroné 1 


Diagnostic 


{ 


|Correspondant 


Explication de Diagnostic 


CVP utilisable 


OF 


19 


|Diagnostic 


|}Correspondant 


Explication de Diagnostic 


OO |réseau abonné refusant la taxation au demandé 
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13 


Diagnostic « plus d'une explication 
Correspondant 


Explication de Diagnostic 


- réseau pendant la phase d'établissement ou de rupture du circuit 
virtuel 

.» commande LIB de l1'ETTD-C alors qu'aucun circuit virtuel n'est ét- 

abli 


réseau] 


réseau 


non acquittement d'une réinitialisation répétée 


expiration du temporisateur de surveillance de confirmation d'ap-| 
pel 


réseau 


réseau taille de paquet de communication acceptée incorrecte 


réseeu code de facilité erroné 


réseau paramétre de facilité erroné 
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return 


code 


04 
30 
31 
33 
34 
36 
37 
38 
39 
3B 
3G 
a5 
3F 
40 
41 
42 
43 
4A 
4B 
4D 
4E 


ar 


51 
80 
~—681 
82 
84 
85 


List of Specific 64/DPS 7 Return Codes 


explanation of return codes 


no more resources available 


wrong pad protocol identifier 

wrong dSa protccol identifier 

unknown subscription number 

dsa primary network not supported 
subscription number rejected 

no more pad tables available 

no virtual circuit available 

pad site busy 

unknown ''closed subscriber group" (gfa) 
throughput requested too large 

reverse charges refused 

wrong facility code 

throughput indicator missing 

facility code missing 

reverse charges have been requested but password is missing 
invalid password 

invalid dsa secondary network protocol identifier 
invalid length of caller's number 

call rejected by application 

invalid type of callee 

unknown remote subscription number 
shutdown in progress 

more resources required than are available 
error in control of data flow 

inactivity timeout 

error in length of packet 


invalid pad message 


21 


|\Diagnostic 


Correspondant 


Explication de Diagnostic 


28 |réseau| bit D non géré 


GCOS System Files for DN7100 Support 


subfile-name 


file-name contents and usage 


{contains the list of uncs- {MIF fsys-name SYSGEN 
modules to be used as input 
[to NASF during DN7100 soft- 


ware generation. 


SYS. FPCONF 


jan } contains the DN7100 GO com- |MTIF fsys-name SYSGEN 
Re Tee OPT 
<subfile-name> mand to be used as input to 


ADM during DN7100 software 
generation. 


PATCHO 7 contains the patches of the |MIF fsys-name SYSGEN 
subfile IMAEXC of the file 
SYS. FPSGEN, to be used as 
[input to NASF during DN7100 | 
software generation. 


| contains the patches of IMTF fsys-name SYSGEN 
1DN7100 bound units to be 
used as input to NASF during 


iDN7100 software generation. 


PATCH1 


contains the generation deck|MIF fsys-name SYSGEN | 
to be used as input to NASF | 
during DN7100 software gen- 

leration, in order to gener- 

ate the image on the subfile 
1{<£sys-name >1|subfile-name} 
of the SYS. FPCORE file. 


{ <fsys heme 2 


subfile-name 


contains the DN7100 GO com- |MTIF fsys-name [auto] 
mand to be used as input to 
[ADM when "loading" the 


DN7100. 


<fsys-name>I 
{Stsysonameet bopr 


contains the generated image] output from NASF : 
lof the DN7100 software MIF fsys-name SYSGEN 
|} + output by NASF during | input to NASF : 
DN7100 software generation) a. Seeumae [auTo] 
|. and, input to NASF when } y 
| "loading" the DN7100. 


SYS. FPCORE 


| {So -name>I 


subfile-name 
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APPENDIX B 


GCOS SYSTEM FILES FOR DN7100 SUPPORT 


This appendix gives a resumé of the system files and each of their subfiles which 
must be present in GCOS software to execute DN7100 administrative functions. 


These files can be located on any resident P-set disk of the DPS 7. 


The accompanying flow-charts show the relationship between the use of the subfiles 
and the various administrative functions of the MIF command, namely, ''sysgen", 
"Load" and "dump". 


For further information on the DN7100 administrative functions and the DSA log 


function, refer to the GCOS 7 Network Adminstrative Supplement. 

With the exception of SYS.DSALOGi, all these files are sized at system initializa- 
tion by TAILOR, refer to System Installation and Updating Manual. 

SYS.DSALOGi files do not use the TAILOR utility, instead they must be preallocated 
by the user. oa Oe 
SYS. FPJRNL and SyS.DSALOGi files may be sorted and edited using the GCOS DSALOG 
utility. 

SYS. FPDUMP files may be edited using the GCOS DSADUMP utility. 

For a detailed description of the GCOS utilities DSALOG and DSADUMP utilities, re- 
fer to Network Administration Utilities User Guide. 


Note a) For the format of administrative records written to either SYS. FPJRNL or 
SYS.DSALOGi files, see DSA Logfile Messages. 


Note b) For the list of tests in the file SYS. FPTEST, see In/ On Line Tests Oper- 
ator Guide. 


GCOS System Files for DN7100 Support 


file-name - subfile-name contents and usage command 


SYS. FPTEST test-name | ‘contains on-line tests which|DN7100 Operator Command 
‘are launched either automa- EX TL xxxx 
tically by the DN7100 or at 
the request of its network test-name 
control operator. : 


Note : This method of "calling' the test from the DPS 7 enables in-line 
| testing of the DN7100. 


The DN7100 does not have to stop its normal operational function 
to "'load'' and execute the appropriate test. 


Instead, the appropriate test, having been "'called'' from the 
DPS 7, is "multitasked" with the normal operational function of 
the DN7100. 


fcontains the directory and |MTF fsys-name SYSGEN 
lincludes the bound units of 
the DN7100 software image to} 
ibe used as input to NASF du-} 
ring DN7100 software genera-| 
;CLiONe 


SYS. FPUNCS | YTABLE 
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GCOS System Files for DN7100 Support 


| SYS. FPDUMP contains the last 2 images 


of the DN7100 memory dumps. 


<fsys-name> {5} MTF fsys-name DUMP 


NASF always starts with the 
subfile <fsys-name>1 at the} 
beginning of the dump ses- 

Sion, then to <fsys-name>2 
when <fsys-name>1 is full, 
fet Seqe | 


SYS. FPIRNL . contains Statistics sent by |RT DSALOG, see note * 
the DN7100 in the form of 


administrative records. 


Up to 4 DN7100s can be jour-| 
nalized. | 


l* Note , The file SYS. FPIRNL is retained in the current release for pur-| 
poses of compatibility since it belongs to the a Eee Set 
GCOS system files for DN7100 support. 


It is strongly recommended to use SYS.DSALOGi, where i is. 
decimal value ranging from 1 through 9. 


Both SYS. FPJRNL and SYS. DSALOGi can be used to log administra- | 
tive records sent by the DN7100 and the Mini 6/DSA. 


2 ESS RSA SNS SAE INES ANNI SEALS NSIT ARR 


SYS. FPPTCH |; PATCH2 fcontains the patches to the | 

| limage of the DN7100 software|M7F fsys-name { 

in memory to be used dynami-| 

}cally as input to NASF ) 

« either during DN7100 soft- 
Ware generation 

|}. or when "loading" the 


DN7100. 


SYSGEN 
[AUTO 


contains the image of the 'MTF fsys-name SYSGEN 
(bootstrap of the DN7100 sys-| 
tem software to be used as 

input to NASF during DN7100 
software generation. 


SYS. FPSGEN 


Subfiles 


used in 
"Load" Data Flow | 


"fsys" and "subfile' are respective abbreviations for ''fsys-name"' and "sub- 
file-name"'. 


oS. FPCORE 
a ee 


SYS. FPPTCH ) 
a el 


PATCH2 


{ <fsys>I 
subfile 


> 


network control OCL 
command : _ 
MIF fsys [ subfile ] 


i ee 


Sub ite opt 


DN7100 
CNC Command : 


| ADM | | 
Ef Fs PSI FSYS fsys ; 
Syntax of Network Control OCL Command : 


MTF fsys-name [ subf£ite-name | 


patch listing | -DN7100 memory image will be in 
| | . <fsys-name>I, if omitted 
- 'subfile-name'"', if specified 


eee ) 
i(<subfile>OPTf 


Subfiles 
used in 
SYSGEN Data Flow 


"fsys'' and ''subfile'’ are respective abbreviations for "'fsys-name" and '"subfile- 
name'. There is only 1 file SYS.FPCONF. It is shown duplicated in order to il- 
lustrate which of its subfiles are input to NASF and which to ADM. 


SYS.FPUNCS )( SYS. FPPTCH 


CHXMOD 


PATCHO 
PATCH1 YTABLE 


ead ah 
(subfile 


Pee ta 
subfile 


aes 


aeeworle control och 
| command :_ 
| MTF fsys SYSGEN [, subfile] 


SYS. FPCONF 


DN7100 


. CNC Command : 
PSI | FSYS fsys ; 


Syntax of Network Control OCL Command : 


SYS. OUT 


MTF fsys-name syscen [. subfile-neme] [: volume-name: device-class| 


| configuration | | specified if SYS. FPUNCS 
listing | and SYS. FPSGEN are non- | 

| error listing | resident | 

map listing / DN7100 source configuration will be in 


. <fsys-name>C, if omitted 
~» ‘'subfile-name", if specified 


Subfiles 


used in 
DUMP Data Flow 


"fsys'' is the abbreviation for "fsys-name"'. 


SYS. FPDUMP 


__ S 
network control OCL 
command ; 

MIF f£sys DUMP 


DN7100 


——— CNC Command ; 
PSI f[ FSYS fsys 3 


|. Syntax of Network Control OCL Command : 


MIF fsys-name DUMP 


Configuring a Primary Network 
Schematic Layout of Systems 


| A: a DPS 7 "local system" generating the CNC description 


and the "'remote systems", functioning either as "satellites" or "front-end systems", 
| connected to A in 2 different ways, namely 


connection type 1: B and C, directly accessing and accessed by, A through its URP, 
B : in any DSA network 
C : in the TRANSPAC public network and also in any DSA network 


connection type 2: F, G and H, accessing and accessed by, A through the intermedi- 
ary of A's "front-end systems", D and E, as follows, 


F : having shared access through D and E 
G : having sole access through D 


The schema shows systems in a primary network as follows : | "| 
H : having sole access through E. 


In "connection type 1", A functions as a "satellite", while in ''2", it functions as 
a “‘host'', this distinction being clarified when declaring the ''session-controls". 


| The physical links between A and its "front-end systems", D and E, are PSIs, while 
' all other links over the network are HDLC lines. | 
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APPENDIX C 


THE PRIMARY NETWORK 


Configuration and Function 


The primary network is configured either through the URP of the DPS 7 or through 
the DN7100. 


The relationship of the DPS 7 to these respective networks configured is reflect- 
ed in the set of CNC commands to be declared in either case. 


This appendix deals with all the CNC commands necessary for configuring both 
types of primary network. It explains step-by-step the use and function of each 
CNC command declared starting from the conception of the network to its final 
generation. 


Reference information on the syntax of the CNC commands is treated in the Network 
Generation Manual. | ee 


Configuring a Primary Network 
Naming the Systems 


RSYS ZHB5 3 


|} RSYS A001; | 


LSYS LSH1; 


FSYS D6A8 ; 


| RSYS HDO1 ; 


© beak, 
sical 


RSYS 2ZD18; 


Systems are named to identify them as participating entities of the network, by the 
following commands, LSYS for the "local system'', RSYS for the "remote system" and 
FSYS for the "front-end system". 


A : The declaration of A as "LSYS LSH1;'' is mandatory and unique since the CNC des- 
cription applies only to how A sees the other systems. 


This declaration takes as default the entry "PF =DPS7/GCOS-64/1E.5". If, how- 
ever, a later version of DPS 7 software has been installed, its “profile” must 
be explicitly specified. 


B, C, F, G and H: These systems are declared by RSYS commands which, as shown, 
take as default the entry "PF =DPS7/GCOS-64/1E.5". There are other "profiles" 
available, such as later versions of DPS 7 software or other product lines be- 
ing the Mini 6 and the DN7100, for instance. 


F can be accessed either through D or through E& In order to distinguish its 
access through the required "front-end system", F must be declared with 2 RSC 
commands associated with the FNPS service corresponding to either D or E. 


FSYS D6A5 ; RSYS HBO7; 


D and E: These systems are declared by FSYS commands which, as shown, take as de- 
fault the entry "PF =DN7100/DN-B/V2.5". The "profile'' of later versions of 
DN7100 software, if installed, must be explicitly specified. 
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Configuring a Primary Network 
Graphic Representation of the System 


A system is a participant of the network, having the notional concept of being a 
"container" into which objects, determining its function, are built. 


To illustrate this concept of the "container", boxes joined by arrows to each sys- 
tem are used to contain their respective CNC descriptions as declared by A. 


The purpose of using these boxes is to build on a "step-by-step" basis the objects 
to be declared for each system until a complete CNC description is built up for the 
entire network. 


Each system, in its turn, describes its correspondants as it sees them until all 
the correspondants, having declared their own network configuration, can mutually 
communicaté@e 


There is no global network configuration but a configuration of each system with 
respect to the others. 


In order for the network to function, a certain number of objects among the systems 
must correspond. 

For the simplicity of the CNC descriptions that follow, only mandatory parameters 
are shown. | | a 


Optional parameters are included only if their presence is meaningful in showing 
the development of the CNC description. 


C-03 


Configuring a Primary Network 


Session Control through the DN7100 


RSYS A001; 


RSC AOO1 SCID=02: 24 
FNP=FNP 1; 


RSYS ZHBS5 ; 
RSC ZHB5 SCID=01:01 TS=B5TS; 


| LSYS LSH1; 
LSC SCID=01:65 


ss TS=HI1TS; 
. ‘ 5 | ENP FNP! CCOt; 
FNP FNP2 CCO2; 
D6A& 
f O2:21 |} 


FSYS D6A8 ; 


FSC D6A8 SCID=02:21 |, 
FNP=FNP1; | 


RSYS HDO1; | 
RSC HDO1 SCID=01:33 | 
FNP=FNP 1; 


RSC HDO1 SCID=01: 33 
FNP=FNP2; 


01:02 | ey 


RSYS HBO7; 
RSC HBO? SCID=01:03 TS=B7TS; 


FSYS D6A5;_ 


01:61 
H 
ae. FSC D6AS SCID=01:02 
z FNP=FNP2; 
RSYS 2D18 ; 


| RSC ZD18 SCID=01:61 
| FNP=FNP2; 


Such a configuration is represented by the left-hand portion of the diagram, des- 
cribed earlier as "connection type 2". This concerns A with respect to F, G and H, 
and the participation of D and E as "intermediaries". 7 


A : The DPS 7 "local system'' is relieved of most of its DSA administrative functions 
by virtue of its being "front-ended"' by D and E. A functions as the "“host'' with 
D and E determining the "access"! and providing the "transport'', to and from the 
"remote systems’. The "transport'! is declared in the FNP command which describes 
the operation of the FNPS service and which maps the DN7100 "front-end system!" 
over the PSI of the DPS 7 "host". 


In the case where the DN7100 is connected to the "host"! over 2 PSIs, 2 FNP com- 
mands describing separate "transports" must be declared. 

D, E, F, G and H: The "transports" being the FNPS services, link these systems to- 
gether, F and G through D, and F and H through E. 


The FNPS service is specified in the FNP parameter of the following commands : 
. for each "front-end system'', namely the FSC command 
. and, for all its attached "remote systems", namely the RSC command(s). 


In the particular case of F, although 2 RSC commands are used to declare separ- 
ate "transport stations", both commands must specify the same "scid''. 
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Configuring a Primary Network 


Session Control through the URP 


RSYS AOO1; | Se ie 
| | RSC ZHBS SCID=O1:01 TS=BSTS; 


} LSYS LSH1; 


LSC SCID=01:65 
TS=H1TS; 


D 


FSYS D6A8 H a. 


| D6A5 * | “/ HBO7 “ 
-f{ 01:03 — 'B 


im ~ 
| w 
34 
De 2) 


} RSYS HBO7; 
| RSC HBO? SCID=01:03 TS=B7TS; 


FSYS D6A5 ; 


RS 


YS ZD18; 


Such a configuration is represented by the right-hand portion of the diagram, des- 
cribed earlier as ''connection type 1''. This concerns A with respect to B and C. 


A: The DPS 7 ''local system"! administers all the DSA layers by virtue of its direct 
connection to the primary network, represented by B and C, through its URP. It 
is therefore a "satellite" and, as such, has a "transport-station server" which 
serves the ''session-control"'.and which must be 


- specified as the argument of the TS parameter in the LSC command 


- and declared in the LTS command. 


B and C: Irrespective of whether these systems are "satellites" or "front-end sys- 


tems'', the fact that they are directly connected to A through its URP, means 

that they too have ''transport-station servers'' capable of negotiating a trans- 

port connection with their counterpart in A. 

These "transSport-station Servers" serving the corresponding "session-controls" 

must be 

- specified as the arguments of the TS parameter in their respective RSC com- 
mands 


- and declared in their respective RTS commands. 
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Host to Front-end Link-up 


H the DPS 7 "host"! is connected to F the DN7100 
"front-end" system over a PSI. 


The link-up between H and F is shown in terms of 

» the CNC generation declared by H 

» the DN7100 generation declared by F. 

While the names are arbitrary, the ''session-control" 
t b 


identifiers, scid's, mus e unique and network- 
wide. 


An example of a CNC generation declared by H is : 


FNP  FNPSCCO1 CCO1 ; 


LSYS H 3 
LSC SCID =01:01 ; 
RSYS F>;3 


RSC F SCID=01:02 FNP=FNPSCCO1 ; 


An example of the DN7100 generation declared by F is : 


ND F LOC -ADDR 01:02 


| -"scid'' of FSC 
the DN7100 is describing itself 


name of FSYS 
ND H RMT -TS F TS -ADDR 01:01 -SERCD 
- "session" record for DPS 7 accounts 
"scid'' of LSC 
"transport station'’ providing access to H 
the DN7100 is describing the DPS 7 "host" 
name of LSYS 


TS F TS L64 #£4-CT F TS -T3 328 -RCH & -CNX 100 


CT F TS PSI -PHAD X!800'! -MXCH 16 
"physical address'' of CCO1 known to the DN7100 
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- Fl and F2, DN7100 "front-end" Systems 
~ ©onnected on the one hand to § over HDLC lines 
~ and on the other hand "front-ending" Hi and H2 over PSIs 


* Hl and H2, Dps 7 "hosts! interconnected through F1 and F2. 


RSC Fi SCID=O1: 01 TS= FITS ; 


& 
‘?) 
hry 
Ro 
2) 
C) 
a 
a 
il 
.@) 
he 
© 
NO 
a | 
4) 
i 
3] 
Nh 
J 
w) 


RSC Hi SCID=01;: 03 TS=(FITS , F2Ts ; 

H1 can be accessed through either Fl or F2 
RSC oH? SCID=01: 04 TS=(F2TS , Fits ; 
H2 can be accessed through either F2 or Fi 


Configuring a Primary Network 
Defining the Access Path 
i. Network Route 


| RSYS A001; 
| RSC AOO1 SCID=02: 24 
| FNP=FNP1; 


| RSYS ZHBS; 
RSC ZHB5 SCID=01:01 TS=B5TS; 
RTS B5TS NR=(NRCV,NRV1, NRO6) 
XCNT=20, ADDR=(TRANSPAG="'subnb ,."") ; 
NR NRCV CP=CPO1 XPRTC=PRCA; 
' 1 NR NRV1 CReCPO!] XPRTIC=PRCA; 
LSYS LSHI1; NR NROG CP=CPO6 XPRTC=PTP6; 
| LSC SCID=01:65 
TS=HiTS; 
i FNP FNPi CCOl1; 
FNP FNP2 CCO2; 
LTS HiTS;3 


FSYS D6A8 ; 


FSC D6A8 SCIDmO2: 21 
FNP=FNP 1; 


coy 
RSYS HDO1; 
RSC HDO1 SCID=01:33 
FNP=FNP 1; 
F 
felg 
RSC HDO1 SCID=01:33 |- AS 


FNP=FNP 2; 


a oye 
Ht 01:61 |. FSYS D6A5; RSYS HBO7; 


FSC D6A5 SCID=01:02 RSC HBO? SCID=01:03 TS=B7TS; 
La j SNPRENPC; | RIS E7TS NR°NROS KCNT=12; 
| RSYS 2D18; NR NROG CP=CPO4 XPRTC=PTP4; 


RSC ZD18 SCID=01:61 
FNP=FNP 2; 


A "network route!' declared in the NR command, represents the logical path between a 
pair of "transport stations'' being in this case, | 


. the "departure transport station'' of A, on the one hand 
. and, on the other hand, the "arrival transport stations" of B and C. 


It describes the one end of a physical "conduit! at which the "arrival transport ) 
Station" is located. It is therefore a "localized" image of the physical path avail- 


able to the "departure transport station" to "exit'' to the "arrival transport Sta- © 
tion’. | | | 


Between the same pair of "transport stations", there can be more than one "network 
route" defined, not necessarily within the same network, as illustrated by those be- 
tween A and © as follows 


» NRCV and NRV1 mapped over virtual circuits of the TRANSPAC network 
. NRO6 mapped over a point-to-point HDLC line of any DSA network. 


Data is exchanged between A and C over any of the three "network routes", all of 
which being "enabled"! at the start of the communications session provided that their 
associated "communications paths" are physically functional and logically available. 


Note : The "transport protocol" specified for the NR commands is only for the pur- 
pose of developing the CNC sequence. | 
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Configuring a Primary Network 
When to Define the Access Path 


RSYS AQO1; RSYS ZHBS; 
RSC AOQO1 SCID=02: 24 RSC ZHBS SCID=01:01 TS=BS5TS; 
FNP=FNP1; | RTS BSTS NR=(NRCV, NRV1, NRO6) 


XCNT=20, ADDR=(TRANSPAC="'subnb,."); 
“ AOOL 
02: 24 
ay, 


LSYS LSH1; 


LSC SCID=01:65 
TS=H1TS; 


FNP FNP1 CCO1; 
FNP FNP2 CCO2; 


LTS HITS; 


FSYS D6A8; 
| FSC D6A8 SCID=O02: 21 
FNP=FNP 1; 


| RSYS HDOI; 


| RSC HDO1 SCID=O1: 33 
| FNP=FNP 1; 


RSC HDO! SCID=01:33 
FNP=FNP2; 


1+ Megapemapenen 


FSYS DEAS 5 RSYS HBO7; 


FSC D6A5 SCID=01: 02 
| FNP=FNP2; 


RSC HBO7 SCID=01:03 TS=B7TS; 
| RTS B7TS NR=NRO4 XCNT=12; 


| RSC ZD1i8 SCID=01:61 
|} FNP=FNP2; 


An "access path" links 2 "transport stations'' and is defined in terms of 
« network route 

» communications path 

. and, transport protocol. 

Each of these is dealt with in detail in the pages following. 


"Transport stations" are defined for "satellites", that is, systems which directly 
interconnect without the intermediary of "front-end systems". 


Such a configuration, described earlier as "connection type 1", is represented by 
the systems A, B and C in the right-hand portion of the diagram. 


Seen from A, "access paths" link the "exit'’ from its "departure transport station" 
to each of the “arrival transport stations'! in B and CG. While there is 1 "transport 
Station’ per system, there can be more than 1 "network route" for an ''access path". 


A : The LTS command defining the "exit'! is unique and mandatorye B and C must de- 
clare the same values as FLOWTH (T1), SILENT (T2) and RETRY specified in A's LTS. 
If B and C are DN7100's, NOKILL must be specified in their TS sysgen commands. 

B and C : The RTS command provides TNS with a list cf all 'metwork routes" which 
correspond to the number of "transport connections"! that can be made from A. In 
the current release, there is no session multiplexing over a ''transport connec- 
tion'. The entry “subnb.'t for B defines its ‘remote'' TRANSPAC subscription num- 


ber for establishing thé "network route’ over the TRANSPAC network. 
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Defining the Access Path 


Si 
01:01 


175000040 


\ NR_CV2 


NR_PTP 
LNO2 


178000220 178000215 


3. 


~TSS2 


Si and 52 are DPS 7 "satellites" connected through an URP-HDLC link using network 
routes mapped over TRANSPAC virtual circuits and over a point-to-point line. 


An example of a CNC description as declared by S1 is : 


‘LSUB TPC1 LNO1 pepe = SATE ONODN t 


Le itocal" TRANSPA TRANSPAC subScription number for Si to "exit"! 
to the network 
H 


DLC line connecting S1 to the TRANSPAC network 
to be specified as argument of SUBSCRID in the following CP command 


PVC in the case where a permanent virtual circuit has been subscribed to, 
RDTE these commands following LSUB are mandatory but only need to be syntac- 
RDTN tically correct for CNC generation 


‘LINE  LNO1 
es ae specified in the LSUB command 
STATN STVC 1 ; 
step etons "station-index" pertinent only to CNC syntax 
used when indicating result of LAP synchronization 


TERMNL - mandatory after STATN but need only be syntactically correct for 
CNC generation 


C-12 


Configuring a Primery Network 


Defining the Access Path 
2- Communications Path 


RSYS ZHBS; 

RSC ZHB5 SCID=01:01 TS=BSTS; 

RTS BSTS NR=(NRCV, NRV1, NRO6) 
XCNT=20, ADDR=(TRANSPAC="'subnb ,.") ; 


“K001 NR NRCV CP=CPO1 XPRTC=PRCA; 
Gf02:24 NR NRV1 CP=CPO1 XPRTO=PRCA; 
LSYS LSH1; NR NRO6 CP=CPO6 XPRIC=PTP6; 


LSC SCID=01:65 CP CPO1 SUBSCRID=TPC1; 
TS=H1TS; CP CPO6 ACCESS=LNO6; 


FNP FNP1 CCO1; 
FNP FNP2 CCO2; 
LTS HITS ; 


LSUB TPC1 LNO1 
SUBNB="'subnb , "5 


RSYS A001; 
RSC AOO1 SCID=02: 24 
FNP=FNP 1; 


| FSYS D6A8; 
FSC D6A8 SCID=O02: 21 
FNP=FNP1; 


| RSYS HDO1; 


| RSC HDO1 SCID=01:33 
| FNP=FNP 1; 


1! RSC HDO1 SCID=01:33 
|| FNP=FNP2; 


| RSYS HBO7; 

| RSC HBO7 SCID=01:03 TS=B7TS; 
| RTS B7TS NR=NROS XCNT=12; 

| NR NROS CP=CPO4 XPRIC=PTP4; 
| CP CPO4 ACCESS=LNO4 


| FSYS D6AS ; | 
| FSC D6A5 SCID=O1:02 | 
| ERP=FNP2; | 


|| rsys zDie; > 
{{ RSC 2D18 SCID=01:61 | 
i{ FNP=PNP2; 


A "communications path'' declared in the CP command, represents a physical channel 
serving as the "exit'' from the "departure transport station"! located in A. The rela- 
tionship between the ‘network route'' and the ''compath'' depends on the network type. 


TRANSPAC Virtual Circuits : The ‘network routes'' NRCV and NRV1i between A and C are 
an example of several "'routes'' which map over virtual circuits of the same local 
TRANSPAC subscription and which reference a common "'compath'' CPO1. In other words 
there is 1 "compath"' for many "network routes", 


The name of the "local TRANSPAC subscription" must be 
» specified as the argument of the SUBSCRID parameter in the CP command 
.- and declared in the LSUB command, see note below. 


Point-to-point HDLC Lines : The "network routes'' NRO4 between A and B, and NRO6 be- 
tween A and C, are examples of "'routes'' which map over HDLC lines and which cor- 
respond one-to-one with their associated CP command. In other words there is only| 
i "“compath!'! per "network route", 3 


Each HDLC line must be 
« specified as the argument of the ACCESS parameter in the CP command 
- and declared in the LINE command, see note below. 


‘Note : The CNC generation must include the commands "LINE LNO1;" for LSUB, and 
"LINE LNO4;'! and "LINE LNO6;'"' for the CP commands CPO4 and CPO6. 
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Establishing the Access Path 


Until the access path connection is "completed", 


either "not authorized" or ''not requested" or "not completed". 


Establishing the access path applies to "satellites" connected via the URP-HDLC 
link of the DPS 7 and involves TNS of the BTNS/HDLC service. The following explan- 
ation refers to the preceding diagram in "Defining the Access Path' 


the state of the network route is 


For a point-to-point HDLC line LNO2, the access path is established when the line 


is "opened", 


is set to ‘iconnection completed" and the DSA ‘restart’ phase is entered, see 4, 


For a TRANSPAC virtual circuit, the access path is ''completed" in the following 
consecutive Stages : 


1) 
2) 
3) 


4) 


the line LNO1 giving S1 access to TRANSPAC is "opened'!! 

the X25 "restart" phase is entered and "completed"! 

the "call" phase is set up, comprising the following events 

- TNS seiects one of the ‘'remote'' subscription numbers either i 78000220 or 
178000215 to "call'' $2 : 


- when one of these numbers is "available'! to connect to 82, TNS enters the 


X25 virtual circuit "open'' phase to establish the network route over either 


NR_ CV1 or NR_CV2 


The network route NR_PTP to TSS2 the ''remote" transport station of S2 


The network route thus established to TSS2 the "remote'’ transport station of 


S2 is set to "connection completed" 


the DSA "restart" phase is entered when TNS synchronizes with TSS2 to exchange 


DSA "restart!' information and is ca, when the communications link-up 
between 51 and 52 is established. 


In the case of the S1-S2 link, 3 network routes are available; TNS exchanges 


DSA "'restart'' information with TSS2 to "'complete'' the connection over whichever 


of the 3 network routes is the first to be set to "'connection completed". 


“When the DSA "restart"! information between TNS and TSS2 is successfully negoti- 


ated, the TSS2 transport station is set to "'restart completed"; this will occur 


even if only 1 of the 3 network routes has been established. 


The "'remote'' subscription number is set by TNS to one of the 2 following states 


"access enabled" : where the subscription is "available" and operational 


"access disabled": where the subscription is "unavailable' either because it 
not operational or because S2 has yet to "'complete'' synchronization with the 
TRANSPAC switcher. 


The subscription temains in this state for as long as S2 the "'remote'!' system 
rejects the establishment of any virtual circuit. 


The network connection over a subScription in such a state will be attempted 


- either at the request of the network control operator 


- or when TNS receives either a connection request from the Session-control 


Sil or an K25 "call"! from S2 the "'remote!'’ system 


is 


of 


TNS then sets the subscription to "access enabled'' and retries the connection 


over a virtual circuit. 
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LINE LNO2 ; 
to be specified as argument cf ACCESS in the following CP command 
STATN STPP 1 ; 
fictitious "station-index" pertinent only to CNC syntax 
used when indicating result of LAP synchronization 


TERMNL - mandatory after STATN but need only be syntactically correct for 
CNG generation 


LSYS S1 3 
RSYS 82 ; 
LSC SCID=01:01 TS=TSS1 ; 
mandatory for URP-HDLC link 
RSC S82 SCID=02:02 TS=TSS2 ; 
LTS TSS1 ; 
RTS TSS2 NR=(NR_CV1, NR_CV2, NR_PTP) 


ae over point-to-point HDLC line 
each mapped over a TRANSPAC virtual circuit 


ADDR = (TRANSPAC = (''178000220"! , ''178000215"') 


"remote'' TRANSPAC subscription numbers for $1 to "exit" from 
the network to connect to S2 : network routes such as NR.CV1 
and NR_CV2 are evenly established over as many "remote'' sub- 
scription numbers as are declared 


NR NR_CV1  CP=CPO1 ; 
NR NRCV2 CP=CPO! ; 
NR NRPTP CP=CPO2 ; 
CP CPO1 SUBSCRID=TPC1 ; 


relates to the 'tlocal'' TRANSPAC subscription number providing 
$i the "exit" to the network 


CP CPO2 ACCESS=LNO2 ; 
point-to-point HDLC line connecting S1 directly to S82 


XPRTC - see "Sizing the Buffer Units", page C-17 et seq 


Configuring a Primary Network | 
Defining the Access Path 
3. Transport Protocol 


RSYS ZHBS; 

RSC ZHBS SCID=01:01 TS=B5TS; 

RTS B5STS NR=(NRCV,NRV1,NRO6) 
XCNT=20, ADDR=(TRANSPAC="'subnb ,"’); 
NR NRCV CP=CPO1 XPRTC=PRCA; 


RSYS A001; 
RSC AOO1 SCID=02: 24 
FNP=FNP 13 


NR NRV1 CB=CPO1 XPRTO=PRCA; 
NR NRO6 CP=CPO6 XPRTC=PTP6; 
CP CPO1 SUBSCRID=TPC1; 

CP CPO06 ACCESS=LNO6; 

XPRTC PRCA; 

XPRIC PTE6; 


LSYS LSH1; 
LSC SCID=01:65 
TS=HITS; 


| FNP FNP1 CCOl: 
FNP FNP2 CCO2; 


LTS HiTS} 


LSUB TPC1 LNO1 
SUBNB=""subnb , "5 


FSYS D6A8 ; 
FSC D6A8 SCIDO2: 21 
FNP=FNP1; 


RSYS HDO1; “e 
RSC HDOi SCID=01:33 | 
FNP=FNP 1; HDO1 ol. 
, 01:33-44F am 
, ‘ Ag ie 
RSC HDO1 SCID=01:33 |f- & , 


FNP=FNP2; 


RSYS HBO7; 
RSC HBO? SCID=01:03 TS=B7TS; 
RTS B7TS NR=NRO4 XCNT=12; 

NR NROS CP=CPO4 XPRTC=PTP4; 
CP CPO4 ACCESS=LNO4 
| XPRIC PTP4; 


| FSC DEAS SCID=01: 02 
FNP=FNP2; 


| Ne Ta 
py 01:61 _*s FSYS D6A5; 


RSYS 2D18 ; 


RSC ZD18 SCID=01:61 
FNP=ENP2; 


The "transport protocol'! declared in the XPRTC command, provides transport parame- 
ters associated with a "network route!’ to establish the transport connection between 
the "departure transport station'' (LTS) and the "arrival transport station" (RTS). 


Several "network routes" can have the same "transport protocol’. Conversely, several 
"routes" mapped over as many virtual circuits of the same local TRANSPAC subscrip- 
tion can each have different "protocols", for instance, NRCV and NRV1 could have 
specified different "protocols", 


In the example, the XPRTC commands take default values. This being the case, in a 
real CNC generation, the XPRIC parameters of the NR commands, and subsequent XPRTC 
commands can therefore be omitted. 


While the default protocol LEVEL is FLOW _CONTROL, TNS will override this default va- 
lue and select FULL_RECOVERY if several 'network routes" are declared, as is the 
case between A and C, represented by the "'routes'' NRCV, NRV1 and NRO6. TNS will only 
accept the default FLOW_CONTROL if there is only 1 "route" declared, as is the case 
between A and B, represented by the single "route! NRO4, 


7 ~_ 5 . paneacneeanennneenemen 


Note : The CNC description as declared by A is now complete only with regard to pri- 
| mary network configuration commands; other commands to be included are 
~ the GENCOM command which is unique and mandatory in a CNC generation 
» LINE commands as mentioned earlier 
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Examp le of Console Dialog determining Access Status 


S : ST —«— BINS/HDLC is launched thereby activating TNS 


13.41 %1913 STARTED BINS OPERATOR S 
JBO8 X1913.1 STEP H_BTNS DPR=O J=2 


13.42 S1 STARTED «e— name of BINS/HDLC service in GENCOM command 


S : DT RTS TSS2 LONG «— for detailed access status to "remote" system S2 
CC85 RTS ''TSS2'' TRANSPORT RESTART IS COMPLETED 


at least 1 of the network routes NR_CV1 or NR_CV2 or 
NR PTP is in "connection completed" thereby allowing the 
"restart'' phase to complete 


NR "NR CV1"' TO RTS TSS2 


CONNECTION IS REQUESTED 
TNS has selected 1 of the 2 "'remote'! subscriptions 


178000220 or 178000215 and is still in the X25 virtual 
circuit "“open'' phase 


AND MAPPED OVER VC. TPC1 


name of LSUB command specified for SUBSCRID in CP com- me 


mand 


NR OUNR “evan TO RTS TSS2 
CONNECTION IS NOT AUTHORIZED _ 


1 of the 2 "remote" subscriptions 178000220 or 178000215 
is in the "disabled" state waiting to be "released'"' 


NR "'NR_PTP" TO RTS 7882 

CONNECTION IS COMPLETED 
LNO2 giving $1 tet, access to S2 is nOeppened! 

AND MAPPED OVER VC.LNO2 


point-to-point HDLC line specitied 4 for ACCESS in CP 
command 


CC89 DT COMMAND COMPLETED 


CC80 ACCESS TO RTS "TSS2'' DISABLED 
THROUGH RSUB TRANSPAC. 178000215 


"remote'' subscription over which NR_CV2 is "not author- 
ized" 


REASON CODE : 09. 00 


see Appendix A for explanation of PAD return-codes 


S : RT RSUB TRANSPAC. 178000215 <«— to "enable'' 178000215 thereby allowing 
the connection of NR_CV2 to be retried 


cc80 ACCESS TO RTS "TSS2'' ENABLED 
THROUGH RSUB TRANSPAC. 178000215 


411 network routes between Si and S2 are now established. 
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The fragment size proposed by TNS to the "remote! transport station (RTS) is deter- 
mined by the following consecutive algorithmic procedures : 


A) For a given network route, the initial sizing depends on the type of "access"! 


1) Over a point-to-point HDLC line, the fragment size selected is the least of 
the following parametric values 
- the "data part'' of the ''frame-length" specified A the URP firmware genera- 
tion, that is, (''frame-length" - 2), see "Configuring the Line!! 
- the "data part'' of the buffer unit size, BIBFSZ and DABFSZ of the GENCOM 
command, that is, ( } BTBFSZ | DABFSZ { - 32) 
~ and, the UNITSZ parameter of the XPRTC command. 


BIBFSZ 
DABFSZ 


b 32) , UNITSZ ) 


Fragment 
& xprtc 


pt-to-pt 


=Min ( frame, -~2, ( { 


2) Over a TRANSPAC virtual circuit, the fragment size is selected according to 

the following consecutive criteria 

- if the XPRTC command is Specified with its UNITSZ parameter, the fragment 
size selected is equal to UNITSZ 

-~ if the XPRTC command is specified but without its UNITSZ parameter, or if 
the XPRTC command is not specteaed at all, the fragment size selected is 
calculated as the product of the WINDOW and PKSIZE parameters of the LSUB 
command. | 


UNITSZ 
xprtc 


Fragment = 


tpac-vc 
(WINDOW. * PKSIZE,..) 


B) Where there are several network routes linking the "local" transport station 
(LTS) to the RTS, the fragment size chosen is the lowest common minimum of all 
the fragment sizes determined for each network route PECOECANE to either Al or 
A2, as applicable. 


Fragment, _=Min ( fragmenta, ; a aia peoes fragment 


C) Once the connection between LTS and RTS has been confirmed on a mutual exchange, 
either transport station then selects the smaller of their "input" and oeeRaGe 
eepeneuts for transmitting datas 


D) Once the fragment size has been selected, TNS will calculate the letter size as 
the product of the fragment size and the "output" credit. 7 


The "output" credit proposed to the RTS is | 

- either equal to the non-zero value specified by the WINDOW parameter of the 
XPRIC command 

-~ or if WINDOW=0 is specified in the XPRTC command, equal to twice the number 
of network routes declared 

- or if the XPRTC command is not specified at all, or if the XPRTC command is 
specified without WINDOW, equal to the default value of 3. 
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Declaring the Line 


The LINE command to describe an HDLC line accessing TRANSPAC or point-to-point to 
a remote system has the following syntax: 


LINE LNnn  cvose | | 


UHDLCW is a mnemonic for "User HDLC Window'' which introduces 


UHDLew=(2 , 
ny n, 


-n, : the maximum number of "read's'! to be executed in 1 "shoot"! 


e nl, : the maximum number of "write's'' to be executed in 1 "shoot". 


The term "shoot"! refers to the number of input or output CCEs in the physical 
channel program executable at one time before "turn-around". 


Although the LINE command must be followed by STATN and TERMNL commands, the man- 
datory parameters to be specified for these commands need only be syntactically 
correct for the CNC utility to accept. 


Having described the line, the parameter LNnn must then appear 
- in the case of a TRANSPAC virtual circuit, as a parameter in the LSUB command 


» and, in the case of a point-to-point HDLC line, as the argument of the ACCESS 
parameter of the CP command. 


Sizing the Buffer Units 


‘The line is configured at URP firmware generation with its hardware and "software 
visible" attributes. This configuration is the responsibility of the DPS 7 in- | 
Stallation engineer. 


In the firmware generation for the line, the sizes of the input and output frames 
are specified. The frame lengths specified determine the sizes of the input and 
output buffer units, BIBFSZ and DABFSZ parameters of the GENCOM command, used by 
BINS/HDLC that can be specified by the user, if the default values of 160 bytes 
are not selected. 


The algorithms for sizing the buffer units are as follows: 


° For a TRANSPAC virtual circuit, the buffer unit must be large enough to fit 
the subscription packet size. The input buffer size, in particular, must be 
large enough to accommodate in addition, the packet header and the buffer man- 


agement header. 


© For a point-to-point HDLC line, the buffer unit must be large enough for the 
fragment dynamically negotiated by TNS. However, the network administrator can 
Bpectsy the maximum Size Eegueree: 


aaron } = (PKSIZE + 32), where PKSIZE is a parameter of LSUB command 


\{ BIBFSZ 


= CON XPRTC command 
uate AUUETR2 aa 32), where UNITSZ is a Parameter of ae 


Configuring the Line 


An example of an URP firmware configuration for 2 HDLC lines is as follows : 


RES LNO1 HDLCA ,SVA="L TOOP3. 0909" 


maximum lengths of input & output frames: 
09 * 16 = 144 bytes 


HDLC frame-window defined as TFNAK 
LAP-A (unbalanced mode): For LAP-B (balanced mode), specify HDLCB 
ULNK LNOi CAO02 ,DLIN=OO ,LCN=15 


RES LNO& HDLCA ,SVA="L TOOP3. 0909"! 
ULNK LNO& CAO2 ,DLIN=03 ,LCN=21 


LNO1 
TERMD = i 
Eder iess the Data Terminal Equipment : DTE 
(a line configured to TRANSPAC must be declared as a DTE) 
ENDLN 
LNO4 
TERMD = 0 
defines the Data Communications Equipment : DCE 
ENDLN | 


An example of the TLT printout for one of the lines configured is as follows: 


LINE < LNOS 
TYPE : HDLCA SVA : ' L TOOP3.0909 ! 


HDLC frame-window defined as TFNAK 
TLT : 06430011 77A001FF 110409FF 09011010 O0000000 00000000 — 
| 09 * 16 = 144 bytes: maximum input frame 
09 * 16 =144 bytes: maximum output frame 
CONNECTED TO : 


URP : UCO1 SVA : ' 182D21060513 ' 
UCLA: CAO2 SVA : ' HFDL.. Sceece 7 


The frame length specified in the URP firmware generation determines the maximum 
value that can be specified for PKSIZE or UNITSZ, and must be greater than or e- 
qual to the value specified for -TUL in the TS sysgen command of the DN7100. 


There will be no I/0 difficulties if the value specified for either PKSIZE or 
UNITSZ is less than the configured value and at least equal to the packet or 
fragment size required. 


The values configured must be increased if a new maximum is required. In this 
case, the network administrator must ask the field engineer to rerun the URP firm- 
ware generation. 


Since the GENCOM command is unique for a given CNC -version, the buffer sizes de- 
clared in BTBFSZ and DABFSZ apply for all the lines in the network. The firmware 
generated values likewise are identical. 


C-20 


Letter = (fragment x credit —» 


The Network Administrator must check the BINS Job Occurrence Report for "overload- 
ing'’ of the buffer pool due to its being "undersized". 


This "overloading" for each transport connection can be caused by TNS demanding 

more buffer units than actually declared in the CNC, for example 

. for a point-to-point HDLC line, as many as, or more than, twice the value speci- 
fied by the WINDOW paremeter of the XPRTC command 

» and, for a TRANSPAC virtual circuit, aS many as, or more than, twice the value 
specified by the WINDOW parameter of the LSUB command. | 


To resolve this problem, the Network Administrator can perform one or all of the 

following 

« increase the number of output buffer units, NBDABF of the GENCOM command 

» decrease the credit value in the WINDOW parameter of the XPRTC command 

e and, in the case of the TRANSPAC virtual circuit, reduce the fragment size spec- 
ified in the UNITSZ parameter of the XPRTC command. 


in the "debug"! mode to validate the link between 2 transport stations and there- 


fore validates the overall operational function of the following layers 


for simulating the session layer over which connection demands occur. It operates 


Debug Mode 
The "injector'' facility is an automaton linked within TNS, a function of BTNS/HDLC 


» the transport layer 


» the network layer 


» and the data link layer. 


. 


epresentation of 2 DPS 7 systems linked up 


r 


ic 


amma t. 


er 
for the use of the "injector" facility. 


The following schema is a dia 


teteer 
ReoeS 


aero a” 


tats ots 


t is func- 


i 


Since the "injector" INJ operates at the level of the session layer, 


tionally the "maintenance" equivalent of VCAM. 


ACTIVATING THE INJECTOR 


ector'' has 


j 
been activated, it will accept "injector" commands either from the system console 


The "injector" is activated through the "RT INJ" command. Once the "in 


or from any disk file. 


"Injector'' commands are written to the disk file using the LIBMAINT utility. Each 
of the commands read from the disk file are executed sequentially just as if they 


had been entered one at the time at the console. 


DEACTIVATING THE INJECTOR 


The injector" is deactivated through the "HT INJ'' command. 
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APPENDIX D 


PRIMARY NETWORK TEST TOOLS 


The tools available for testing the operational function of a primary network 
connected through the URP of the DPS 7 are of one of 2 modes, namely | 


- ''debug'"' mode whereby the link between 2 transport stations is validated 
» and ''loop'' mode whereby the data link layer is validated. 


This appendix deals with these two modés. 


Loop Mode 


The ''loop'' mode provides the means of validating the operational function of the 
data link layer. The system under test '"'loops' upon itself when transmitting data 
traffic over the "loop". 

To generate this data traffic, the "injector" facility can be used. In general, 
any VCAM subsystem, DEERE aes known aS communications service, can be used for 
this purpose. 


There are no operator commands for setting the "loop'' mode. What is required to 
set the system in "loop" mode is to launch a CNC version in which the name of the 


LSYS command is the keyword LOOP. 


TNS will then inhibit checking the ''session-control identification" when reserv- 
ing a transport connection. This means that the "local" transport station ful- 
fills the role of both "departure" and "arrival" transport stations. 


CNC GENERATION FOR LOOP MODE 
This diagram shows the system LS in a mirror-image of 
itself connected over 2 point-to-point HDLC lines. 


Notes concerning "looping" over the TRANSPAC network : 


1) The lines must be declared in the URP firmware con- 
figuration, one as a DTE and the other as a DCE, 
see "Configuring the Line'', page C-20 

2) 1 of the 2 netroutes must declare WHEN = DYNAMIC. 


GENCOM LS ; 


LINE LNO4; 
STATN STO4 1; 
TERMNL TMO4 HL64 CPU; 


LINE LNO6 ; 
STATN STOO 1; 
TERMNL TMO6 HL64 CPU; 


LSYS LOOP; | 
mandatory for setting LS in ''loop'' mode 
LSC SCID=01:65 TS=TS_LS; | 
LTS TS_LS; 
RSYS LS; 
the "'rsystem'' is itself the "Isystem" 
RSC LS SCID=01:65 TS=TS LS; 
RTS TS LS NR=(NR_O4, NR_06) XCNT= 20; 
NR NR_O4 CP=CP_043_ 
NR NR_O6 CP=CP_06; 
CP CP_04 ACCESS = LNO4 ; 
CP CP_06 ACCESS = LNO6 ; 
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INITIATOR —af— Injector Commands -——g» RECEIVER 


| © CONNECTION 
nn CALL, scid ; 
“session-control" identification of system in "loop'' mode 
message-number in the prompt ''nn/DSA COMMAND?" 
response : 
scid : nn CONNECTED IPLUG : nn CONNECTED 


transport-connection number transport-connection number 


* DISCONNECTION 
nn LIB,scid: nn; 
transport-connection 
prompt message-number 
response : 
scid : nn DISCONNECTED IPLUG : nn DISCONNECTED 


transport-connection number transport-connection number 


* ECHO 
| nn ECHO; 
-= prompt message-number 
| ° NO ECHO 
nn NECHO ; 


prompt message-number 


| ® SEND 
| mn SEND, Scid: nn, data; 

either mesSage-text or *Cinjector-commend>; 
transport-connection number 


prompt message~-number 


| © MSEND 
mn MSEND, scid: dis RACAL Annan : 
line speed in number of bits per second 
length of letter in number of characters 
number of letters to send 
transport-connection number 


prompt message-number 


Example of Console Dialog 


The following console dialog makes use of the CNC generation for the "loop'' mode 
and the "injector'' commands in "debug'' mode. This test is valid for Step 3/164. 
S : ST LS 
Start of BTNS/HDLC for which the "loop" mode is to be set 


11.45 X54 STARTED BINS BTNS S 
JB20 X54.1 STEP H_BINS DPR=0 J=1 
11.45 LS STARTED 


S : RT INJ 


CC98 RT COMMAND COMPLETED 
06 / DSA COMMAND ? 


07 / DSA COMMAND ? 
0165 : 01 CONNECTED 
IPLUG : 01 CONNECTED 


S : 07 SEND,0165: 01, TOTO; 


08 / DSA COMMAND ? 
TOTO 


S : 08 MSEND,0165: 01, 60* 1020/ 19200; 
09 / DSA COMMAND ?- 


ELAPSED 00. 027. 305 0165: 01 
CPU #0 300. 539. 915 —- 01,97 % OVERHEAD 

GPU. #1 00. 288. 704 mo 01,05 % OVERHEAD 

(00000061800 CHARACTERS IN TOTAL _ "48106 B/S  94,30% 
00000061200 USEFUL CHARACTERS 17930 B/S 93,38 % 


S : 09 LIB,0165: 01; 


10 / DSA COMMAND 7? 
IPLUG : 01 DISCONNECTED 
0165: 01 DISCONNECTED 


S : 10 CALL ,0165; 


11 /DSA COMMAND ? 
0165: 01 CONNECTED 
IPLUG : 01 CONNECTED 


S : 11 SEND ,0165: O01, * LIB ,0165: 01; ; 


12 / DSA COMMAND ? 

* LIB, 0165: 01; 

IPLUG : 01 DISCONNECTED 
0165: 01 DISCONNECTED 


S : 12 END; 
S : HT INJ 
CC98 HT COMMAND COMPLETED 


Note : Since the lines LNO4 and LNO6 have not been declared. with the CLOSE op- 
Egon, they will be "opened" at the Start of the communications session. 


Characteristics of the File 
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File trace 


The following schema is a diagrammatic representation of these categories. 
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NET and TRPT apply only to TNS 
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APPENDIX E 


BINS TRACE FACILITIES 


Trace facilities for BTNS and BTNS/HDLC are 

- internal memory traces which are "permanent" 

. the sysout trace activated by the 'MTL [ LNnn | TRACE" command 

» a complementary trace facility for TNS, a function of BTNS/HDLC, on a resident 


permanent file of the name BINS FILE TRACE. 


This appendix treats the file BINS file trace. 


Examp le of Console Dialog 
S : ST TRACE 


| start of BTNS communications session with startup of "global" trace 


09.27 X475 STARTED BINS BTNS S 
JBO8 X475.1 STEP H_BINS DPR=0O J=2 


09.27 BO5 STARTED 
name of BINS/HDLC service in GENCOM command (CNC generation) 
S : DT TRACE 


CC86 BINS FILE TRACE IN PROGRESS 
CC98 DT COMMAND COMPLETED 


S : DT TRACE LONG 
CC86 BINS FILE TRACE IN PROGRESS 


DOMAIN: PHY SUBDOMAIN: HDLC LEVEL : 255 
DOMAIN: NET SUBDOMAIN: ENCRM LEVEL: 255 
DOMAIN: NET SUBDOMAIN: X25L3 LEVEL: 255 
DOMAIN: TRPT SUBDOMAIN : LEVEL : 255 
SUBDOMAIN : LEVEL: 255 


CC98 DT COMMAND COMPLETED 
S : HT TRACE 
termination of "global" trace 


CG85 BINS FILE TRACE CLOSED 
CC98 HT COMMAND COMPLETED 


S : DT TRACE 


CC86 NO BTNS FILE TRACE IN PROGRESS 
CC98 DT COMMAND COMPLETED 


S : RT TRACE NET 
selective trace started of the domain NET 


CC85 BINS FILE TRACE OPENED 
CC98 RI COMMAND COMPLETED 


S : DT TRACE LONG 
CC86 BINS FILE TRACE IN PROGRESS 


DOMAIN: NET SUBDOMAIN: ENCRM LEVEL : 255 

DOMAIN: NET SUBDOMAIN: X25L3 LEVEL: 255 
CC98 DT COMMAND COMPLETED 

S : RI TRACE NET LEVELO1 

selective trace of the domain NET specifying the "level" O1 started 


CC98 RT COMMAND COMPLETED 


Note. + a value of 255 is the default. 


Where the "level" is not specified 


Operating the Trace Session 


The trace session is the recording of information on the BTNS file trace from 
the start of the trace to its termination. In a Single communications session, 
there can be more than one trace performed. 


STARTING THE TRACE 


The trace session can be started 


- either at the start-up of the communications session through the "ST TRACE" 
command 


- or during the communications session through the 'RT TRACE" command. 
The "ST TRACE" command starts the communications session over the URP and acti- 
vates a "global" trace on the BINS FILE TRACE. However, the "RT TRACE" command 


can be used to activate either a "global" trace or a "selective" trace of a '"'do- 
main'' and its associated "subdomain" at a particular "level'' required. 


Starting the trace corresponds to the activation of the "probes" according to the 
domain and subdomain which are recorded on the file dynamically allocated. 


TERMINATING THE TRACE 


‘The trace session is terminated by the "HT TRACE" command 
- either "'globally'' if no operand is specified 
. or selectively if the domain and, optionally, its subdomain is entered. 


If, however, the communications session is terminated through the TT command, the 
‘file is "closed" at the termination of the BINS process group. 


Terminating the trace corresponds to the deallocation of the file thereby making 
it available for output. 


Printing out the File 


The BINS file trace is printed out using WRITER of the format : 


WRITER ( BTNS FILE TRACE, RESIDENT ), 


DVC = PR , MD=volname , DATAFORM=SARF ; 


BINS FILE TRACE 


Printout Structure 


RON = 


O002sI1SC 
GOUS: G00 


= X85 
QOOOITHEMD 1180) IFE A_C1 


118909573 
PIge27eS 


Leys ron number 


0006 T19 
0007 TIO 


0008 |T13 


{0009 |TI3 
O00A 
9003 |TI3 
TI3 
Oo000 |T13 


JOOE 


QOOF 


1D593142 
TOSUIT 24 


VOD ero 


T0594 AD 


P_ C1 
C1 DL 


swell 
ee re ee 
ean 
Q45CODF 8 
O342FFFF 


0 eee C100 
99000000 
C¢100090 1 
JQ0OQ000TC 
seco tea 
9109008C 
9YC00000 
POF 

ee bhi 4s 
N71Ccogsec 
290003900 


QOFOOT9N 
00090909 
QOOFFO4D5 
0919031? 
QQQU0IE3 


09014202 
QUOOFFFEF 
94020243 
FFFFFFFF 
O2FDOTFF 
00092710 
099000999 


O33D01F F 
00092719 
09090999 


name of dump area 


2ACCRONS GO090900 


F F 

we EST TD 
Q7iCcgg3C 
Q900900C 


O4ADOTFF 
99992717 
09090079 


address of ''dump''! area in memory 


105975CD 


are | 


TTS. TOSCISGED Lut 


90cCVINC 
oes 

ee EDTA 
ITCOU03C 
JO0CU2 U0 


JOOCQIV0C 
FF 

Pare ee eta 
9710C0080 
09000000 


FF 


09U90999 


JOCOOTFF 
IIe 7 eo 
FG 201620 ae 5S 


0999090) 


OSEDOIFF 
03002710 
09000990 


"probe" number (modulo 32K): delineates limit 


CCOUD9E 3 
ES49D4G90FE 
DST EUS 
0041150 
D7C3DG6E 4 


02430602 
FRE PEPE 
O6O0243FF 
FFFFOOQQ?7 
FFOUQTEO 
PREPPED S 
Co0009I0 


FFCUGTES6 
FFFFFFFF 
Gccoo0000 


00009000 
FFFEOQOOO 
000009000 


FFOCO1E6 
Peer Ee 
GCCO0090 


FFOCQTES 
FRFFFFF F 
OcCCQ000N 


FFOOQTE 6 
PREEREE SE 
Coccocdo 


3 character mnemonic corresponding to the "probe" 


occcecoo0 


FFOCOTES 
FRFFFFFE F 
coecco00 


4GU4DDEFF 
FR FFFF 

40494040 
36391045 
49494940 


G3 FFFFOQO 
JD2OT99 10 
FFQIN0I00 
QQI1IDSQ3A 
FP-EPOOO0 
PPEE FFE E 
99099000 


FEPPOIOG 
FRFRFFEFFE 
90090900 


FFFFOJ0Q 
oe ae ok ae se a 
J90IJ0900 


FFFFOOUS 
FERFFEFF 
99099900 


oe ae ee we OE 
FFFFFFFF 
YOOOIIUC 


FFFFIUGOO 
PERREP ES 
JI9III00 


FF100560 
5A840100 
999090900 


FFFFIQOO 
seat a ae ae oe oa 
JIDIIDOD 


inside cyclic file 


DT TRACE LONG 
CC86 BINS FILE TRACE IN PROGRESS 


DOMAIN: NET SUBDOMAIN : ENCRM LEVEL: QO1 


DOMAIN: NET SUBDOMAIN: X25L3 LEVEL: O01 


CC98 DT COMMAND COMPLETED 
RT TRACE TRM LEVELO2 


ee. selective trace of the domain TRM specifying the "level" 02 started 


CC98 RT COMMAND COMPLETED 


: DT TRACE LONG 


DOMAIN: NET SUBDOMAIN : ENCRM LEVEL: O01 
DOMAIN: NET SUBDOMAIN: X25L3 LEVEL: O01 
DOMAIN: TRM SUBDOMAIN : LEVEL: O02 


CC98 DT COMMAND COMPLETED 
RT TRACE LEVELO4 
"global'' trace specifying the "level'' 04 for all domains started 


CC98 RT COMMAND COMPLETED 


: Dr TRACE LONG 


SUBDOMAIN: HDLC LEVEL : 
SUBDOMAIN: ENCRM LEVEL : 
SUBDOMAIN: X25L3. LEVEL: 
' SUBDOMAIN : LEVEL: { 
‘SUBDOMAIN LEVEL: | 


cc98 DT COMMAND COMPLETED 


: HT TRACE NET 


selective trace of the domain NET terminated 


CC98 HT COMMAND COMPLETED 


: DT TRACE LONG 


DOMAIN: PHY SUBDOMAIN: HDLC LEVEL: 004 
DOMAIN: TRPT SUBDOMAIN : _ LEVEL: 004 


DOMAIN: TRM SUBDOMAIN: LEVEL : 004 


CC98 DT COMMAND COMPLETED 


: HT TRACE 


termination of trace on all remaining domains 


CC85 BINS FILE TRACE CLOSED 
CC98 HT COMMAND COMPLETED 


WRITER (BINS _ FILE_TRACE RESIDENT) DVC=PR MD=110000 DATAFORM= SARF ; 


~ submission of file to "writer" for printout, see Printout Structure 


Ae ee ae pe 


POISONS OCT Ae GON TRAD ce 


(N° Contrat 


N°’ TRANSPAC 


Raison sociale: r : 
1: réseau national 


0 2080: 


‘eeannantthemasennedeemdeiasredinsanedennemaenmeedmnmnendinnsencheeneamevustinarethercwnchnenettinmcnchannstnonssesinesiteieneaihnaertinicicedinneshrnnnsierscenatvtmuntinmantinenenimannatiaaectonsaaee 


Nom/Service: 
Rue: 
Batiment: i Escalier uw Etage . Piece Wii. 

| INSEE: 


Commune: AissascallidscdhgneecesidincoambirircSeneadaini shannon losers Shi hh Beh ak indented 


Code/Bureau distrib... pg Ca ; oe . 
Modem Abonné: (C =300 bit) 
Type: 


Pays: wun 


Identification 
de equipement 
raccorde (C,P.QS) 


C.S.T.:. Rattach:: cstecyecuey (CONSTTUCT Oe 2 ie oy Modéle: wa 


Frontal: Adaptateur ee ee PROCOUUI Go ioe 


Constructeur: [ ae ne a Se CE Sa NY CS SA SS SON CE SSNS CUED SARE SON EEE UO WR 


5 N° Aqrement: | Cesena NER ES ERY eNO TO SAN WEEE eT ONT PTC ET 


PARAMETRES MODE CARACTERE (C) 


N° Profil $§tandard: 4 ~voir tableau ''Profils Standard" 


connexion internationa le 


“"'@) 


Feurllet) 


SUBNB 


LSUB (paquet) précédé | Ee COE 9) 6 


(caractére) 


précédé par 1 


@) 


DEBIT 
LINESPEED (SVA) ea 


No. de fils: woo 


Type de Modem: : 


Nb Modem depannage: Wu 


TERMINAL, EBVC (C).L 


ACCEPTATION rao® 


PCV 

N- Accés 
Local: DA AE 
OO" usr es 
OT. 23m 
OO] tk cs 
OS: 28 
So 


Annulation: —._, 


PARAMETRES MODE PAQUET X25 (P,R'S) GFA 
oA hu: 
ACCES X25 RTC (QS) meres 
Mixte: SLINE S) NIVEAU PAQUET N° Téléphone coffret: 
CVC ¢ Arrives: SILIN (6) 
Depart: S OLIN Zz 1- oe Paquet: ace Mouification signature: ome 
eee 5. es Star en eee i. AOR SOT 
CVP : [Cay as Caren Pd (Q) Tare dé renewe: heesoad ENTREE RESERVEE X25 CSG (RD 
TRAME 3 Choix classe} Emission: io 
Enveloppe: shes de debit Reception: iu Localisation: 
Proceduré: ou. classes de débit: | | 
Temporisateur : PRTOL T 1 (MLA) X25 confirm. d’appel: PARTAGEE Nb: ii. Création: 
Fenétre: FNAK (SVA) des tailles de NON PARTAGEE 
kas = 3, Paquet et Fenétre: —. PiciesbS casey Be eis © evar NS TransOeG Gog 


Profil: 
| Feurllet) 


NS Contrat 


COFFRET ABONNE X25 RTC (Q) 
Entree de secours: wa Aig 


Entree normale: wun Ee Ll Rw 


CIRCUITS VIRTUELS PERMANENTS (P.S; 


(Suite) wo 


: : identification de l'abonne distant Classe DATES 
a Vor os Voie | de débit N° Absolu | 
t logique Pp | N°Contrat Feuillet N°Transpac fogiquel!l E R de GFA Contrac. Mise en service Madification 
ee ee eee ee en een age ee er , So Lemehrremchinmel — tnmclomed —_beevncenamned caw aaah weer Mavier ey ay flee Ry Cae ee 
heaenad —enorebacyenslneed ered eemeeemnidnemneaanatsiomend © hnmowndonad Pais () tecnariimmectee — eemeehceeed — nemmeheomien! a ae ee IRIE (RG Loe eR [RTOS eRe 
Cement —Nanneneatenbend —faewed —enenerhenaromcnameninnaeienind © haweutesnnd Pees ; ee ne ee ee ee ee) : 3 beneiehtomedameen! Seda Calta 1 hoa ay ey els 
: . SUBNB (RDTE) CSG (RDTE) | 
| | DATE. TRANSPAC 
DELAI——,DATE CONTRACTUELLE 198. Wu 
A: beet 4g 
Raccordement CLE: — 
Dépend de: Zs Rae er OU de _ cae fe a eae eee eee Gee Se 
; Paris te ee 
DATE , SIGNATURE CLIENT ou référence courrier — , 
| Commutateur N° PTT identification Date de Date de facturation 


Eyes ae Oey {een earn 


2 Se On Soe 

Date derniere modification: 3 
PSST COT Cy SE USE Cie WOESE EE 
3 ae ee 
NPINTerhe? sa a 5 ee aca a er 
Date création feurilet: Eee SEO | aoe Avance’ ow f Gen CO Oe ae 
Date de modification: Sorcery (ree (aa Cotfret G’esSat: eee eee 8 Panne Se Sa Se Sa Se) 
Date de suppression: U4 /uu Aw Facturation modi. Se ana a ae 
Derniére action: Ancien n°T FEB B:7 © 8 | Og eee See Sane SO UI NN SO RE 10 ST a Ca Sa SET Ce Sr eee 
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ANNEXE F 


ABONNEMENTS TRANSPAC LIES AUX PARAMETRES CNC 


Les deux types d'abonnements TRANSPAC assurent le raccordement direct de la con- 
nexion , 

- soit en mode paquet du DPS 7 au réseau 

. soit en mode caractére du terminal au PAD 4 travers le réseau vers le DPS 7. 


Un seul feuillet CNT/02/83 021 intégre les deux abonnements. Cette annexe expli- 
que comment le remplir selon le mode requis. 


Entrée 4 : Numéro de Profil Standard 


No. PS | Valeur | Signification 


1 0 Code-de-contréle DLE non reconnu ayant comme ré- 
Sultat aucune possibilité d'"échappement" 

2 1 Echo 

3 2 Paquet sera transmiS en appuyant sur "'retour-de- 
chariot"! 

4 0 Temps imparti ne sera pas tenu en cempte pendant 


la transmission de caractéres 


5 O PAD ne contrdle pas le flux de données en prove- 
nance du terminal 


6 1 Les signaux- -~de-service COMM, LIB et RESET seront 
envoyés par PAD au terminal 


7 21 En recevant une "interruption"! du terminal, PAD 
fera les actions suivantes 
- enverra le paquet "interruption" accompagné 
d'un message approprié vers le terminal 
-. et rejetera toute donnée destinée au terminal. 
8 O Utilisation de 1l'"interruption'' en tant que pre- 
fixe de commandes est interdite 
9 16/64 | Demande pour l'insertion de caractéres-de-tempo- 
risation apres l'appui sur "retour-de-chariot": 
ce nombre de tels caractéres dénend du type de 
terminal 


10 O Pliage de lignes ne permet pas insertion automa- 
| tique de texte additionnel 


Entrée 8 : Longueur Paquet 


BTBFSZ | Taille de Tampons 


PKSIZE DABFSZ * E/S de BTINS/HDLC 


Descriptions d'Entrées 


Les entrées utilisées sont les suivantes 
e pour le mode paquet >: 1, 2, 3, 5, 6, 7, 8, 9, B, C et eventuellement CVP 
» pour le mode caractére: 1, 4, A et eventuellement D et E. 


1) Numéro TRANSPAC correspond au paramétre SUBNB spécifié 


2) 
3) 
4) 


5) 


6) 
1) 
8) 


9) 


re 


B) 


C) 


» soit dans la commande LSUB pour le mode paquet dans quel cas le numéro est 
précédé par 
- 1 pour le réseau national 
- ou O 2080 pour la connexion internationale 

- soit dans la commande RDTE pour le mode caractére dans quel cas le numéro 
est precédé par 
- 1 pour le réseau national 
- ou 9 indiquant le regroupement de terminaux RDTE-RDTN accedant au PAD. 


Debit correspond au paramétre LINESPEED declaré dans la génération micrologi- 
ciel URP comme un des attributs "SVA' pour la ligne HDLC. 


Acceptation Taxation au Demandé correspond au paramétre PCV de la commande 
LSUB : L'entrée indique si l'acceptation est requise. 


Numéro de Profil Standard décrit le fonctionnement du terminal, voir la page 
Suivante. | 


CVC Mixte correspond au paramétre SLINE de la commande LSUB pour spécifier le 
nombre total de lignes réservées : ce nombre est égal ou supérieur a la somme 

des lignes déclarées séparément pour entrée ainsi que pour sortie. 

CVC Arrivée correspond au paramétre SILIN de la commande LSUB pour spécifier 

le nombre total de lignes qui ne seront disponibles que pour entrée. 


CVC Départ correspond au paramétre SOLIN de la commande LSUB pour spécifier 


le nombre total de lignes qui ne seront disponibles | que pour sortie. 


Longueur paquet syeecenoad au paramétre PKSIZE de la commande LSUB pour spéc- 
ifier la taille maximale du paquet, voir la page suivante. 


Taille de Fenétre correspond au paramétre WINDOW de la commande LSUB pour 
spécifier le nombre maximal de paquets qui peuvent 6tre envoyés avant ac- 
quittemente 

Groupe Ferme d'Abonnés s'associe au paramétre CSG de la commande RDTE et est 


a 


réservé aux numéros d'appel correspondant a Sa valeur. 


Temporisateur correspond au paramétre PRTOL ayant la valeur Tl en millisec- 
ondes déclaré dans la génération micrologiciel URP comme une des fonctions du 
MLA. 


Fenétre correspond au paramétre TFNAK déclaré dans la génération micrologi- 
ciel URP comme un des attributs "'SVA'' pour la ligne HDLC. 


Les entrées suivantes concernent les circuits virtuels permanents et seront 
eventuellement disponibles 


D) 
E) 


Numéro TRANSPAC correspondant au paramétre SUBNB de la commande RDTE 


Groupe Fermé d'Abonnés s'associant au paramétre CSG de la commande RDTE 


CVP - ne correspond & aucun paramétre CNC et ne sert que pour reserver un nombre 


de CVP ayant pour résultat le méme nombre de séquences PVC-RDTE-RDIN dé- 
clarables dans la génération CNC. | 
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